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Decline of U.K. Exports in February 


HE value of exports of United Kingdom goods in 
February amounted to £76°0 million, which was 
the lowest figure since September 1946 and 
£15°2 million less than in January. It was, however, 
about 26 per cent. greater than a year ago. February 
is, of course, a short month and two-thirds of the 
decline compared with January is due to that fact. 
Taking 26 working days (excluding Sundays) as a 
normal working month exports during the last nine 
months have been, in million £:— 
June... 734 September 74 
July ... 89 October ... 874 January... 88 
August 78 November 92 February 823 
In view of the time lag in recording exports, the fall 
in the rate of export in February cannot properly be 
attributed to the closing down of 
industrial firms for some _ period 
during that month. The transport 
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Transport 
Difficulties 


and shipment of goods have, of course, been affected 
by the severe weather. 

The export figures include supplies for relief and 
rehabilitation in liberated areas, as well as shipments 
by N.A.A.F.I. and similar organizations for the use of 


United Kingdom forces abroad. The value of exports 
by U.N.R.R.A. included in the February total was 
£2°3 million as against £2°5 million in January. The 
corresponding figures for N.A.A.F.I. were £0°7 million 
and £1°0 million respectively. Exclusive of 
U.N.R.R.A. and N.A.A.F.I. the value of exports in 
February was £73°0 million compared with £87°6 
million in January. 

Allowing for the rise in prices since 1938 the volume 
of exports in February is estimated provisionally at 
93 per cent. of 1938, corresponding to a volume figure 
of about 100 for a month of 26 days. 

Imports in February amounted to £112°5 million, 
which is only £8°9 million less than in January, so that 
the daily rate at which goods were being imported last 
month was higher than in January. 

Re-exports (£6°6 million) were £1°5 million greater 


than in January and with the exception of April 1945 
were the highest since May 1938. 
This rise was entirely due to an 
increase from £1°5 million to £3°0 
million for rubber, the quantity re-exported being 
nearly double the record figure for January, and more 
than eight times the pre-war average. One quarter of 
the total went to Russia, the first significant shipment 
since the war. Re-exports of wool (£1°4 million) were 
£0°5 million less than the high January figure but still 
above that of the December quarter; the quantity 
shipped was less than two-thirds the 1938 average, 
Re-exports by U.N.R.R.A. and N.A.A.F.I. in 
February were normal, amounting to £660,000. 

The value of retained imports in February amounted 
to £105°9 million, compared with £116°3 million in 
January. As in the previous month, food, drink and 
tobacco accounted for over half the total, the value 
(£58°3 million) being higher than in either November 
or December but £2°6 million less than in January. 
Retained imports of raw materials were the lowest 
since last February and £6°7 million less than in the 
previous month ; manufactures, however, were only 
£0°5 million less than in January. Detailed par- 
ticulars of our imports, exports and re-exports for 
February were published on March 21.* The table on 
page 419 shows the summary figures for retained 
imports and British exports. 

Exports of food, drink and tobacco at £3°7 million 
were the lowest since March 1945. Compared with 
Januai the reatest decrease 
Tobacco and (£400,000) was - tobacco and the 
Spirits quantity exported fell below the 
average for 1938 for the first time since November 
1945. Exports of spirits, which in January were the 
lowest on record, recovered to over half the 1938 
figure. 

Exports of coal, both by value (£257,000) and by 


*Accounts relating to the Trade and Navigation of the United 
Kingdom, February 1947, H.M.S.0O., price 4s. 6d., by post 4s. 9d. 
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quantity (112,000 tons), were the lo@est since the coal 
stoppage in 1926, the quantity exported being less than 4 per 
cent. of that before the war. Shipments of brass scrap to 
the United States for refining continued, the value exceeding 
£1-0 million for the first time. Exports of wool, which were 
exceptionally high in January, fell to about the same figure 
as that for the fourth quarter of last year. 


Exports of Metal Goods 


Exports of metal goods in February (£35-7 million) were 
13 per cent. below the monthly average for the fourth 
quarter of 1946, i.e. rather more than was due to the shorter 
month. The reduction in each group, except machinery, 
exceeded this figure ; for machinery the daily rate of export 
was higher than in any earlier month except December. 


The tonnage of machinery exported in February did not 
differ greatly from the figures for the last four months, being 
nearly half as much again as in 1938. Except for the 
previous month and for October, exports of textile machinery 
were the highest since 1938 and were equal to the average for 
that year. Exports of electrical machinery, though just 
below the January figure, exceeded those in any month of 
last year, being nearly 50 per cent. higher than in 1938. 
Exports of prime movers exceeded those in any month since 
1929, last month’s figures including a heavy shipment to 
Iraq, while exports to India continued to be more than 
double their pre-war average. The quantity of agri- 
cultural machinery exported was also high, there being only 
four months, in 1945 and 1946, in which larger exports have 
ever been recorded; the quantity was more than three 
times the 1938 average. 












































Quantity Value 
Commodity Monthly 
: prs February} average |February|/February 
1938 1946 | 4th Qtr.| 1947 1947 
1946 
Thousand tons £ million 
Iron and steel and 
manufactures 
thereof— 
Crude iron and 
steel . 11-5 11-2 | 15-9 11-7 0-4 
Rolling- mill pro- 
ducts 37°7 89-6 47-5 36-0 1-0 
Finished iron and 
steel goods ...| 1105 | 85:2 | 96:3 | 842] 4-0 
Total 159-7 | 186-0 | 159-7 | 131-9 | 5-4 
ne Soe ee ae 
deena ewts. 
Aluminium and 
aluminium manu- 
factures ee 10-5 31-0 69-7 52-1 0-5 
Brass and_ brass 
manufactures ... 36-0 85-2 131-1 | 88-6 0-7 
Copper and copper 
manufactures 54-0 150-8 116-0 96-5 0-6 
Machinery— “thousand tons 
Textile ... aes 9 3-0 5:8 | 5-9 1-5 
Electrical ee! 3-7 2-8 4:9 5-4 1-6 
Machine tools 
(metal working) 2-0 1-7 3°9 3°7 1-0 
Prime movers 
(not electric - 2-4 2-0 3°6 3-9 1-1 
Other ... es 24-3 22-9 36-2 34-0 7-2 
Total = 38:3 32-4 54-4 52-9 12-4 
Thousand 
Domestic radio | 
receiving sets ... 71 10-9 45-6 33-0 0:4 
Number 
Motor cars 3,677 2,278 9,008 7,581 2-0 
Commercial v ehicles 
and chassis 1,190 2,493 5,204 3,615 15 
thousand 
Pedal cycles oe 48 | 58 | 113 | 102 0-7 
thousand tons 
Locomotives and 
parts... 2-0 2-2 6-5 | 3°8 0:8 
Other railw “y rolling 
stock .. 78 8-0 143 | 13-1 0:8 














The number of new motor cars exported in February 
(7,581) was one-sixth less than the average for the last 
quarter of 1946 but was still more than double the 1938 
average, while chassis for motor cars (1,870) were exported 
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in greater numbers than in any post-war month except May 
and October last year. Exports of commercial vehicles 
and chassis fell by a third compared with the last quarter of 
the year, but were three times the pre-war average. Cycles 
continued to be exported at more than double the 1938 rate, 
Exports of locomotives were much lower than in recent 
months but those of other railway rolling stock wer 
maintained. 


The downward trend in exports of iron and steel goods 
continued, but finished manufactures were practically not 
affected, though showing a considerable reduction compared 
with the high figure for January. Exports of aluminium 
and brass manufactures were much lower than in recent 
months, though high in relation to 1938. The reduction for 
copper manufactures was not significant. 


Exports of Textiles 


Exports of textiles (£16-1 million) were 16 per cent. below 
the relatively high figure for January, all groups sharing in 
the decline, the most marked being falls in woollen and 
worsted goods, apparel and silk and artificial silk goods, 
The quantity of woollen and worsted piece goods exported 
was about one-third lower than in January or in February 
1946 and exports of yarns were also small. 


Exports of cotton piece goods have shown little change 
since October and last month’s figure was relatively high, 
having regard to the short month, and just exceeded the 
average for the period. Exports of thread, on the other 
hand, were the lowest since November 1945. For cotton 
yarns and manufactures as a whole the value of exports in 
February was up to the average for the last quarter of 1946, 


Exports of artificial silk piece goods were about normal, 
having regard to the short month, and exceeded the 1938 
average by two-thirds. The rate of export of linen piece 
goods was higher than in any other month since the end of 
the war, exports during the month just exceeding the 1938 
average. Exports of apparel were rather below the recent 
level, even if allowance is made for the short month, but for 
most items the quantity exported was higher than before 
the war. 


























Quantity Value 
Commodity Monthly, Monthly] 
average ort average |February|February 
1938 | 1946 | 4th Qr. 1947 1947 
1946 
' ‘ 
_ thousand ewts. £ million 
Cotton yarns ia 91 18 | 14 | 13 0:3 
million sq. yards 
Cotton piece-goods 114 | 43 | 42 | dt 3°8 
thousand cwts. 
Cotton thread 10-0 13-5 | 10:8 8-2 0-6 
Woollen and | 
worsted yarns... | 25:8 12-5 11-8 9-3 O-4 
million sq. yards 
Woollen and | 
worsted tissues... 8-0 8-0 6-8 5-6 2-2 
Artificial silk tissues 5-2 9-4 9-7 8-6 15 
Linen piece-goods 4°3 2-6 4-1 4-4 1-1 
thousand tons 
Coal ... | 2,988 366 | 261 112 0:3 
Pottery... ‘Se 16 14 17 14 1-1 
Paper, cardboard, 
etc. a AL 15 6 | 12 7 11 
thousand proof galls. 
Spirits 760 | 455 | 539 | 395 0:8 
million lbs. 
Tobacco, manufac- | 
tured 2:8 | 4-1 | 4:3 | 3-4 1:2 











Imports of Food and Tobacco 


The comparatively small reduction of £2-5 million in 
retained imports of food, drink and tobacco compared with 
January was the result of offsetting changes of some 
magnitude. Grain and flour rose by £3-8 million to the 
highest since June 1945, while meat fell by £4-7 million, 
though in the latter case January imports were so large that 
the February figure was only slightly below the average for 
the last quarter of 1946. 


The quantity of wheat imported was the highest since last 
May and much greater than in recent months. Imports of 
wheat meal and flour and of maize were about the same as in 
January, at about four-fifths and one-tenth respectively of 
the pre-war rate. Following the recent rise in imports of 
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+ Ma ined I d U.K. E in 1946 and 1947 
nat} Retained Imports an KK. Hxports in an 
ter of 
Sycles F 
rate, Retained Imports United Kingdom Export 
~ecent ained Impo ni ngdom Exports 
were Class and Group Monthly Average Monthly Average 
‘ January | February January | February 
goods 3rd Quarter!4th Quarter 1947 1947 3rd Quarter|4th Quarter 1947 1947 
Y not 1946 1946 1946 1946 
pa d £000 £000 £000 £000 £000 £000 £000 £000 
inlum | 1-Foop, Drink AND Topacco— 
ecent A. Grain and flour a Br a 7,406 7,372 6,609 10,395 791 274 245 97 
on for B. Feeding-stuffs for animals .. 6% 105 660 1,766 2,768 8 9 6 6 
C. Animals, remaett for food Ae a 969 1,429 716 449 0 0 — 0 
D. Meat .. ; ip ie 12,701 10,079 14,093 9,409 34 46 28 20 
E. Dairy produce - i 10,502 9,018 10,055 11,356 100 57 44 72 
F. Fresh fruit and vegetables aa as 6,069 7,030 8,345 6,296 17 117 329 160 
G. Beverages and cocoa preparations .. 4,554 6,292 6,895 4,782 1,512 1,347 991 944 
™ H. Other food .. i i - 7,081 7,145 7,105 8,161 2,237 1,371 1,373 1,177 
re I. Tobacco se ae e e 3,008 8,702 5,235 4,639 1,511 1,469 1,642 1,247 
in 2 eae gt SM BASSE DA See sees 
1 and Tora., Crass I ate ee 52,395 57,727 60,819 58,255 6,210 4,690 4,658 3,723 
oods. | ——— oe Ooo 
orted | I.—Raw MATERIALS AND ARTICLES MAINLY 
ruary UNMANUFACTURED— 
ry _— 
A. Coal .. 0 3 — 1 835 561 414 257 
B. Other non- metalliferous mining and 
lange quarry products and the like as 1,195 1,408 836 800 158 161 102 135 
high, C. Ironoreand scrap. 1,869 1,629 1,583 1,121 6 2 5 5 
1 the D. Non-ferrous metalliferous ores and 
other scrap . - - a 1,801 2,581 1,651 1,483 78 576 980 1,087 
E. Wood and timber .. . 4,733 6,651 3,678 2,154 41 42 30 10 
otton , , ’ , ; aa 
te te F. Raw cotton and cotton waste 3,100 4,139 4,528 3,900 43 31 28 22 
i G. Wool, raw and waste, and woollen rags 3,427 1,029 427 928 469 652 900 666 
1946, H. Silk, raw and waste, and artificial silk 
rmal, waste o- ae —78* 30 85 370 132 124 126 69 
1938 I. Other textile materials 1,191 1,373 1,813 2,331 4 16 74 104 
piece J. Seeds and nuts for oil, oils, fats, resins 
dof and gums .. + .- 3,857 5,920 5,904 6,083 145 253 103 84 
nd of | Xk. Hides and skins, undressed .. .. 1,209 2,710 3,784 2,573 78 91 130 171 
1938 } |. Paper-making materials .. .. 1,745 1,639 2,054 927 53 51 33 27 
ecent | M. Rubber.. a es a - 3,499 3,853 2,588 —559* 78 82 70 81 
it, for N. Miscellaneous raw materials and 
efore articles mainly unmanufactured .. 1,931 1,809 2,340 2,435 358 386 578 407 
Torat, Crass II ais se 29,479 34,774 31 OTL 24,547 2,478 3,02 8 3,573 3,125 
II.—ArtTicLES WHOLLY OR MAINLY ill 
alue 
Kian MANUFACTURED— 
A. Coke and manufactured fuel ss = 3 15 3 114 73 67 30 
ruary B. Pottery, glass, abrasives, etc. 174 315 334 323 2,356 2,605 2,650 2,359 
947 C. Iron and steel and manufactures 
thereof .- 876 902 710 1,085 6,795 6,564 7,302 5,423 
D. Non-ferrous metals and manufactures . 
illion thereof 4,693 5,074 3,690 2,966 3,279 3,221 3,283 2,517 
3 E. Cutlery, hardware, implements and | 
instruments .. .. 200 244 289 313 2,398 2,810 2,723 2,370 
3.8 F. Electrical goods and apparatus ass 484 564 100 119 3,286 3,867 3,680 3,212 
G. Machinery . . 1,132 1,213 1,470 1,926 9,574 12,869 13,440 12,359 
6 H. Manufactures of wood and timber .. 549 923 717 873 149 129 144 125 
I, Cotton yarns and manufactures... 196 239 363 314 5,341 5,691 6,288 5,665 
4 J. Woollen and worsted yarns and manu- 
, factures . 538 642 301 424 3,409 4,270 4,666 3,547 
K. Silk and artificial silk yarns and manu- 
+2 factures 154 454 733 590 2,438 2,314 2,626 2,061 
5 L. Manufactures of other textile mate rials 926 819 733 1,088 1,951 2,211 2,424 2,304 
i] M. Apparel ae ae 101 188 249 186 3,198 3,499 3,220 2,516 
— | N. Footwear . oa 54 63 89 417 528 619 467 564 
0. Chemicals, drugs, dyes and colours ara 1,252 1,588 1,591 1,283 5,611 5,843 5,828 4,613 
3 P. Oils, fats and resins, manufactured .. | 6,771 6,368 5,829 5,342 650 519 363 432 
ie | Q. Leather and manufactures thereof .. 676 1,327 1,014 924. 574 634 489 474 S 
R. Paper, cardboard, etc. + 925 1,369 1,443 1,236 1,330 1,459 1,289 1,107 
by | 8. Vehicles (including locomotives, ships 
and aircraft). . i 5A ¥ 187 367 250 263 10,689 12,569 12,720 10,439 
)-8 T. Rubber manufactures. . ae l “a 12 14 5ll 674 602 515 
U. Miscellaneous articles wholly or 
m mainly manufactured _ se 1,325 | 1,421 1,841 1,590 5,314 5,845 5,824 4,142 
Tora, Crass IIT os aii 21,214 24,087 21.77: 21,279 69, 495. 78,285 80,095 |__ 66, 714 
IV.—ANIMALS, NOT FOR Foop one aS 701 672 510 302 324 389 258 286 
V.—Pancen Post .. a - nt 1,452 1,468 1,968 1,547 1,810 2,341 2,617 | 2,125 
n in |——-— —_____| —__-— —-- an | ———_—_|______- 
with TOTAL, ALL CLASSES... | 105,241 | 118,728 | 116,341 | 105, 930 80,317 | 88,733 | 91,201 | 76,033 
a * Re-exports in excess of imports. 
ne 
lion, 
that | oileake and meal, there was a jump in February to 68,800 October 1945, the smallest on record, being little more than 
> for | tons, the highest figure since January 1939, and about one- half Jast year’s average. Imports of mutton and lamb, on 
quarter greater than in 1938. the other hand, were well above the average. 
last The fall for meat mentioned above was due mainly to a The quantity of butter imported was the highest for two 
ts of | Teturn to the normal rate of import of beef, for although the years and that of cheese the lowest since last July. Dried 
usin | February figure was less than half that for . January, it was milk was imported in larger quantities than in any month 
y of little below the average for the last quarter of 1946. The for two years apart from September 1946. For shell eggs 
gs of | quantity of bacon imported was, with the exception of there was a rise of over 50 per cent. compared with January, 
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to the highest figure (17 million dozen) since 1940. There 


was no substantial change in the rate of importation of 


dried eggs. 

Imports of tea and sugar were comparatively small. 
Oranges showed a seasonal reduction from their January 
peak, but were over 70 per cent. higher than a year ago. 











Quantity Value 
Commodity | Monthly 
Monthly} average 
average| Feb. | 4th Qr.| Feb. Feb. 
1938 1946 1946 1947 1947 
Thousand tons £ sition 
Wheat... otk 423 | 232 266 351 7-4 
Flour i 32 70 18 27 0-8 
Oil seed cake and 
meal* .. See 55 3 14 69 2-5 
Cattle for food ks 22 11 19 7 0-4 
Meat :— 
Beef and veal ... 53 34 30 26 2-4 
Mutton and lamb 30 19 33 41 3-6 
Bacon and ham 31 14 10 8 1-2 
Canned meat ... 6 7 15 1-3 
Other desc —_— 9 9 s 7 1-0 
Butter... 40 1] 11 28 5:3 
Cheese a es 12 24 14 10 1-5 
Eggs in shell ee. 16 5 5 12 1-9 
Eggs not in shell 4 1 7 4 2-0 
Oranges... er 45 | 4) 20 70 | 29 
Tomatoes... coe 12 0 10 7 0-5 
Other fruit and 
vegetables = 162 27 98 95 5-7 
Sugar... =... | 201 28 74 55 1-6 
Tea — 5% 20 16 22 14 2°83 
Fish :— 
Fresh or frozen 7 16 10 28 1-1 
Other (including 
canned) vob 9 1] 4 5 0-9 
Other foods eee 595 65 139 169 7-5 
Tobacco ... Bs 13 14 23 12 4-6 




















* Estimated weight. 
There were heavy imports of fresh or frozen fish, total 
supplies, including fish of British taking, being about the 
same as in the last quarter of 1946. 

The quantity of tobacco imported showed a seasonal 
reduction to about the same as the 1938 average. 


Imports of Materials 


Retained imports of raw materials in February amounted 
to £24-5 million, which was £6-7 million less than in January. 
The reduction was mainly due to decreases of £3-1 million 
for rubber, £1-5 million for wood and timber, £1-2 million for 
hides and skins, and £1-1 million for paper-making materials. 

The quantity of rubber imported was smaller than in most 
of the preceding twelve months, but the fall in value was due 


in the main to the abnormal quantity re-exported, which 


exceeded the imports by5,900 tons. The reduction for hides 
and skins was from the large figure for January, the value 
being higher than in any month last year except December. 
The quantity of both cattle hides and furskins imported was 
up to last year’s average. 

The reduction in timber was essentially seasonal, but 
imports of softwood were, as in January, less than a year 
ago, whereas previously there had been increased supplies. 
The quantity of wood pulp imported was only about one- 
third of the average for last year, and imports of newsprint 
were also relatively small. 

For cotton and wool there was little change in the level 
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of retained imports, but imports of jute (14,000 tons) were the 
highest for two years, being more than double last year’s 
average and rather above that for 1938. 


Imports of ground nuts continued to be small, but those 
of copra and palm kernels were up to the pre-war figure, 
There were no imports of linseed oil in January but last 
month imports, all from the Argentine, amounted to 7,600 
tons, or 50 per cent. above last year’s average and five times 
that for 1938. Imports of refined petroleum were about the 
same as in January, though lower than the average, due 
mainly to relatively small imports of fuel and diesel oil; 
total imports of motor spirit showed an increase to equal the 
1938 average, though retained imports were rather lower as 
a result of larger re-exports. 





























| Quantity Value 
Commodity Monthly 
Monthly|February| average |February|February 
|average| 1946 | 4th Qr. 1947 1947 
| 1938 1946 
| Thieeiiad sales £ million 
Iron ore... a5 480 464 554 402 1-1 
Unwrought coppert 22 18 28 16 1-5 
Tin ore and con- 
centrates oe 5 0 4 2 0-5 
Hardwood se op 18 38 31 0-5 
Softwood ... ee 408 128 274 68 1-0 
Pitprops sa) ia ye 170 55 0-4 
Plywood ss |) es 18 17 12 0-6 
W ood pulp * 135 49 1 68 24 0-6 
Newsprint and other 
paper and board 89 24 37 29 1-2 
G otton} Son 43 13 33 27 3:3 
Sheep’s and lambs’ 
woolt oe 23 24 6 f 0-9 
Oils, oilsee ds and 
nuts... 176 116 123 84 4:2 
Rubber (c rude and 
synthetic)t a8 11 2 26 (—)6* |(—)0-6* 
Cattle hides eek 5 3 10 8 1-0 
Thousand ewts. 
Undressed furskins | | | 
(otherthanrabbit)} 64 | 43 ! 18 3-2 0-9 
Million gallons 
Crude petroleum : 47 | $32 46 34 0-7 
Refined petroleum : 
Kerosene ont, oe | 31 22 31 0:8 
Motor spirit ... | 120 | 120 70 112 2°8 
Fuel oil .. | 87 51 114 22 0-4 
Other sorts en,) See 34 35 21 0:7 
Total: refined 
petroleum oe 217 236 241 186 4-7 








+ Retained imports. 
* Re-exports in excess of imports. 


The quantity of iron ore imported was the lowest for over 
a year. Imports of steel ingots were, with one exception, 
the highest for two years, and those of other descriptions 
were about the same as in 1946. Lead and unwrought 
copper fell by a half and a third respectively, while imports 
of aluminium remained very smajJl. The quantity 
of machinery imported was two-thirds greater than 
last year’s average, and the highest by value since July 1945; 
the largest classes were agricultural machinery and machine 
tools. 
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Postponement of Census 
of Production for 1947 


R. John Belcher, Parliamentary Secretary of the 

Board of Trade, announced in the House of Commons 

on Tuesday during the Committee stage of the Statis- 
tics of Trade Bill that the Government had decided to take 
a full Census of Production in 1949 in respect of 1948. 
It had been originally planned to take a Census in respect 
of 1947, but the Government fully realize that this year is 
proving a particularly difficult one for manufacturers, and 
they do not wish to add to their troubles in any way. This 
decision has been taken in the confident expectation that 
industry will co-operate wholeheartedly with the Govern- 
ment in giving the full information which is necessary to 
make the Census a success. 

It is important to note that the partial Census for 1946 
is not affected. Those manufacturers who have not yet 
completed their returns for it should therefore make every 
effort to do so as soon as possible, so that the results of this 
Census may be available in good time. They are urgently 
needed not only because of the light they will throw on the 
industries affected, but also for the guidance they can give 
in the preparation of the schedules for the 1948 Census. 
These it is hoped to issue at the end of this year so that all 
manufacturers will be aware of the kind of record they should 
keep for 1948. 





Imports of Women’s Shoes 


Arrangements have been made for the import of limited 
quantities of women’s shoes from France, French Morocco, 
Czechoslovakia and Switzerland. The Federation Nationale 
de Industrie de la Chaussure Francaise will issue certifi- 
cates of attestation to the French exporters who are eligible 
to export shoes under these arrangements and the Office 
Cherifien de Controle et de l Exportation will issue certifi- 
cates to exporters of slippers (babouches) from French 
Morocco. 

Similarly, the Czechoslovak Ministry of Foreign Trade 
will issue certificates to Czech exporters, and the Commercial 
Division of the Swiss Government (E.V.D.) Import and 
Export sub-section, will issue certificates to Swiss exporters. 
Exporters in France, French Morocco, Czechoslovakia and 
Switzerland, will then send these documents to their 
prospective customers in England who must attach them to 
their import licence applications. Import licence appli- 
cations for the import of shoes from these countries, which 
are not accompanied by the appropriate certificates, 
cannot be considered. 

These arrangements are not connected with the Token 
Import Scheme and the Board of Trade emphasize that 
leather footwear has not been added to the list of Token 
Imports. 

Applications to import leather footwear from other 
countries will continue for the present to be dealt with under 
existing procedure. 





Supply of Furnishing Fabrics to 
Ocean Going Liners 


The Furnishing Fabric Federation have offered to make a 
special effort to assist the furnishing of British liners with 
British fabrics. Any furnishers who are experiencing 
difficulties in obtaining furnishing fabrics are invited to 
write to the Secretary of the Furnishing Fabric Federation, 
Mr. H. Baker, at Ship Canal House, King Street, Man- 
chester, 2 (Manchester Deansgate 5574). The Federation 
will endeavour to put the furnisher in touch with a suitable 
supplier and will notify the furnisher if the trade cannot 
supply the requirements within the necessary time. 

In the event of suitable fabrics not being available in 
time from British production, the Board of Trade are 
prepared to consider applications to import fabrics from 
abroad for refitting liners. Applications should be made 
in the usual way to Import Licensing Department, Board 
of Trade, 189 Regent Street, London, W.1. It would 
assist the work of the Department if applicants who have 
been in touch with the Furnishing Fabric Federation and 
have received the reply that supplies are not available 
would state this in their application enclosing a copy of the 
appropriate letter from the Furnishing Fabric Federation. 


Trade with Japan 


HE Board of Trade announce the appointment of 
Mr. James H. Ewing as head of an official Mission in 
Tokyo to be in charge of sales to, and purchases from 
Japan made on Government account on behalf of the 
United Kingdom, the Colonies and certain other areas. 
Mr. Ewing left this week to take up his new appointment. 

For the present all Japanese foreign trade is on a govern- 
ment to government basis and transactional correspondence 
with private firms in other countries is not permitted by the 
occupying authorities. Inquiries related to the proposed 
supply or purchase of specific commodities should not be 
addressed to the new Mission direct, but to the Board of 
Trade (Sundry Materials Branch), 10 Old Jewry, London, 
K.C.2. (Clerkenwell 7871.) 

Mr. Ewing, who is 48, is a director of Dodwell & Co., Ltd., 
and has long experience of trading in Japan. During the 
war he served as a Lieutenant-Colonelin the Royal Engineers, 
latterly as Assistant Director of Transportation at the War 
Office and was awarded the O.B.E. After the Japanese 
surrender he was the first shipping representative of the 
Ministry of Transport. in Japan, from which he returned 


“home last Autumn. 





Overseas Distribution of 
Industrial Films 


Government help in the overseas distribution of privately 
produced films about British Industry was promised recently 
by Mr. J. W. Belcher, Parliamentary Secretary to the Board 
of Trade, in reply to a Parliamentary Question. 

He said that arrangements for distributing officially 
sponsored industrial films overseas through Information 
Officers attached to the Embassies could be used as far as 
possible for privately produced industrial films provided 
the quality was high enough and their appeal sufficiently 
general. 

Industrialists and producers who would welcome this 
assistance are asked to notify the Overseas Information 
Division of the Board of Trade, 3 Central Buildings, Matthew 
Parker Street, London, S.W.1, of any suitable industrial 
films already produced and to give advance information 
about forthcoming productions. 


Research on Fireproofing of 
Fabrics 


Much attention has been directed to the fireproofing of 
textile fabrics because of their inflammable nature. A very 
large number of fireproofing processes have been proposed, 
but there has been little indication of their relative effective- 
ness, their effect on the strength of the fabric or on its rate 
of deterioration during storage or exposure to light. 
Furthermore, no adequate explanation has been published 
as to the mechanism of fireproofing action, knowledge of 
which would largely in the search for improved 
fireproofers. 

Information on these subjects is given in a report pub- 
lished for the Department of Scientific and Industrial 
Research (‘‘ The Fireproofing of Fabrics,’? H.M. Stationery 
Office, Kingsway, London, W.C.2, and branches, price 2s. 6d. 
net.). The text is divided into five main sections: (i) 
introductory, giving the range of investigations, the method 
of evaluation of fireproofers and the relative inflammability 
of textile materials ; (ii) fireproofing with soluble deposits 
(iii) fireproofing with insoluble deposits ; (iv) the fireproofing 
of kapok; and (v) the problem of fireproof finishes for 
aircraft fabrics. <A list of patent specifications is given at 
the end. 

This research work was carried out at the Royal Aircraft 
Establishment, South Farnborough, under the direction of 
Dr. J. E. Ramsbottom. Some of the information in the 
report was given in the ‘‘ Second Report of the Fabrics 
Co-ordinating Research Committee, 1930,’ but has been 
re-written and extended. 

Fireproofing does not make the material proof against 
fire, but prevents the fabric assisting in the spread of flames. 
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Regional Distribution of Our Overseas 


Trade, 1946 


HE January issue of the ‘‘Accounts relating to Trade 
and Navigation of the United Kingdom” contains 
tables showing the value of our external trade with 
individual countries during the year and the fourth quarter 
of 1946, with comparative figures for 1945 and 1938. The 
table on page 423 summarizes into areas the figures for 
1938 and 1946 with comparative details for 1945 and 
the fourth quarter of 1946 in the case of imports, and for 
the third and fourth quarters of 1946 in the case of exports. 

The chart below shows the movement over the 
past six quarters in the value of United Kingdom exports 
to each continent. 

It must be remembered that the figures are based on the 
aggregate value of trade as recorded during the periods 
concerned and do not therefore reflect variations in the 
volume of trade, which are affected by changes in the 
level of prices of imports or exports from or to each separate 


area. The same change cannot properly be applied to each. 


Exports 


Exports to British markets showed a steady expansion 
throughout 1946, rising from £96 million in the first quarter 
to £104, £117 and £133 million in each of the succeeding 
quarters. Foreign markets, which took £88 million in the 
first quarter of the year, showed a marked expansion in 
the second quarter (£116 million), but only a limited 
advance subsequently, the figures for the third and fourth 
quarters being £125 million and £133 million respectively. 
Taking 1946 as a whole, British markets took rather less 
than foreign, whereas in 1938 each had 50 per cent. of the 
trade; in both cases values in 1946 were almost double 
those in 1938. 

The difference in value of exports to foreign and British 
countries in the year as a whole amounted to £12-7 million, 
but if exports to U.N.R.R.A. are omitted, the figure for 
British countries exceeds that for foreign countries by 
£20 million. About 30 per cent. of our exports last year 
went to France and Northern Europe, as they did in 1938. 
Denmark (£47-1 million), Eire (£39-5 million), France 
(£34-3 million) and the Netherlands (£30-8 million) were 
the four most important countries and between them took 
over half the total for the area. Exports to the Soviet Union 
rose from £568,000 in the first quarter to £5,319,000 in the 





Norway during the year was also outstanding, the value 
of our trade with each of these countries in the December 
quarter being well over double that in the first. Shipments 
to France were smaller in the last quarter than in the first, 
as also were those to Poland, owing to higher U.N.R.R.A, 
shipments in the first quarter. 

Exports to the rest of Europe were about 7} per cent, 
of the total in 1946 against 7 per cent. in 1938, but omitting 
U.N.R.R.A. shipments the proportion would be reduced 
to 6 per cent. There was a considerable reduction in 
exports to Spain in the last quarter of 1946 compared with 
the first, and minor reductions for Turkey and Malta, 
Switzerland showed the greatest expansion during the 
year, and in the December quarter was the largest market 
in this area. 

The share of our exports taken by Africa was greater 
last year than in 1938, 18 as against 16 per cent., but 
contrary to the general experience, the figures for Africa 
were practically constant throughout the year and by the 
fourth quarter the proportion was little higher than in 1938, 
Changes during the year were not important for any of the 
principal markets, though exports to both British West 
Africa and British East Africa were at a slightly higher 
level in the second half of the year than in the first. Out 
of a total of £161 million, £75 million went to the Union 
of South Africa, £23 million to Egypt and £21 million to 
British West Africa. 

Last year India and Western Asia took 15 per cent. of 
our total exports against 10 per cent. in 1938, and showed 
much the greatest expansion over the period. For most 
of the principal countries the rise between the first and last 
quarters of the year was normal, but for Persia there was 
practically no change during the year. Of the total of 
£135 million, British India took £80 million and Palestine 
£17 million. 

Following the cessation of the war with Japan, exports to 
the Far East expanded rapidly last year, rising from £5-7 
million in the first quarter to £19-6 million in the last, by 
which time they represented rather a larger share of the 
total than in 1938. British Malaya took £20 million of 
the total of £48 million, Burma £83 million, and China 
£8 million—exports to China in the last quarter being as 
large as in the preceding nine months. 

The share of Oceania in our exports declined from 12} per 
cent. in 1938 to 9 per cent. last year, there being similar 
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reductions for both Australia and New Zealand. Australia a very rapid expansion during the year in imports from 
AS took £55 million and New Zealand £27 million out of Belgium, France, Finland and the Netherlands and increases 
the total of £83 million last year. The rise during the of lesser importance from nearly all other countries in 
year for this area was much smaller than for any other Northern Europe. Eire remained our principal source of 
area except Africa. supply in this area with £37 million out of £180 million, 
North America took a much smaller proportion of our followed by Sweden (£32 million) and Denmark (£21 
exports last year than in 1938, 74 as against 94 per cent., million). Seasonal imports of fruit from Italy caused the 
ralue | the reduction being shared by both Canada and the United value in the last quarter to be nearly as great as in the 
nber | States, though greater for the former than the latter, as preceding nine months and brought the share of imports then 
Lente exports to the United States were exceptionally small in derived from the rest of Europe up to the pre-war figure 
first, 1938. Exports to the United States in 1946 amounted to for the area. 
R.A. £354 million, and those to Canada to £324 million, but The increase in the value of our imports from Africa 
in the last quarter exports were the same to each country. between 1938 and 1946 was proportionately greater than for 
cent. South America also took a much smaller proportion of any other area except North America and Central America 
tting } our exports than in 1938, owing to the reduction in the and West Indies. This was due largely to very much 
uced | share taken by the Argentine from about 4 to 2 per cent. greater imports from British West Africa. While imports 
n in | Exports to the Argentine, however, amounted to £204 from most other areas showed a considerable rise in value, 
with | million out of the total of £51 million in 1946, Brazil (£12 those from the Union of South Africa were practically 
alta, | million) being the next largest market and showing a more unchanged. 
the | than average rise during the year. The proportion of our imports derived from India and 
rket Western Asia was rather larger last year than in 1946. 
Principal Markets India’s share was about the same and that of Ceylon very 
ater , é at much greater, imports rising to 24 times the 1938 value, 
but The following table shows, in order of their importance, while for Persia the value more than doubled. Imports 
frica the principal markets for exports of United Kingdom goods from this area tend to be seasonal, being heaviest in the last 
the in 1938, 1945 and 1946 :— quarter, and last year was no exception. 
938. ie oe A smaller proportion of our imports came from Oceania 
the Orderof Importance last year, when imports from Australia (£68 million) were 
Vest Country 1938 1946 : 7 ‘ lower than in 1938, while those from New Zealand rose from 
gher 1938 | 1945 | 1946 £47 million to £75 million. 
Out ¢ mill. € mill Imports from North America amounted to £427 million 
a £ mill. mill, ‘ pe . . 
nion British India 4 33-8 79-8 3 3 1 last year, one-third of the total, £227 million coming from 
n to Union of South Africa 39-5 15-4 1 9 the United States and £195 million from Canada. The 1938 
Australia ... 38-2 55-2 2 2 3 figures for these countries were £118 million and £79 million, 
b. of Denmark . 15:8 47-1 10 34 4 so that there was an absolute as well as a relative increase in 
wed Eire 20-3 39-5 7 7 5 imports from Canada. 
nost | United States of America 20-5 35-4 6 8 6 The rise in the proportion of our imports derived from 
last France 15-1 34:3 11 2 7 Central America and West Indies already referred to'was due 
Canada 22°5 32-6 + b 8 . : é ep 
was a 13-1 30-8 12 15 9 in large part to much greater imports from Cuba, but 
l of Belgium 8-2 26-9 17 4 10 imports from the British West Indies doubled in value. 
tine New Zealand 19-2 26-9 9 1 11 Imports from South America rose from 8 to 10 per cent. of 
Egypt 8-7 23-3 16 2 12 the total, imports from the Argentine rising from £38 million 
8 to to £67 miilion and those from Brazil from £8 million to 
£5°T a ae ——“(isé‘ézx YD’ nilllionn, thee latter figure including £7 million in respect 
, by British India was our principal market in 1946 and took of purchases of Brazilian cotton made previously. 
the the place of the Union of South Africa, which came first in The following table shows the principal sources of our 
1 of 1938 and 1945. These two countries together with Australia imports in 1938, 1945 and 1946 :— 
hina continue, however, to hold the first three places as in the 
gas earlier years. Denmark, which occupied the tenth position ~~ 
before the war, rose in 1946 to the fourth, and France Order of Importance 
per advanced from eleventh to seventh. The United States Country 1938 1946 an wee —— 
jilar | temained our sixth largest market. 1938 | 1945 | 1946 
£ mill. | £ mill. 
Imports United States 118-0 226:9 i! 1 1 
Total imports in 1946 were valued at £1,298 million, of Canada 78:7 195-2 2 2 2 
which 49 per cent. was received from British countries, New Zealand 46-9 74°6 5 4 3 
compared with 40 per cent. before the war. Nearly one-half British India 49-9 68-9 + 3 4 
of our imports in 1946 came from North, Central and South A¥Stralia ... as pl 4 a : 
oe America as against about one-third in 1938. segues Republic ar lied . : : 
Eire 23-0 37-0 12 7 a 
France and Northern Europe and the Far East were the British West Africa 9-3 36:1 24 8 8 
two areas imports from which were lower by value last year Sweden 24-5 32-0 10 9 9 
than in 1938, these being the areas whose capacity to export Ceylon ‘ 12-4 30-2 18 12 10 
was most affected by the war. Each showed a rapid British Malaya 12-2 26-4 19 46 11 
recovery during 1946, and by the fourth quarter imports Dutch West Indies 14:7 25-6 16 11 12 
from the North European area were nearly up to the pre-war 2a, 
value and those from the Far East exceeded it. There was (Continued on next page ) 
£ Million 
Imports U.K. Exports 
Area Quarterly | Quarterly | Quarterly Fourth Quarterly | Quarterly Third Fourth 
Average Average Average Quarter Average Average Quarter Quarter 
_ 1945 1946 1946 1938 1946 1946 1946 
France and Northern eaines 65°6 24-7 45-1 59-6 35-0 69-5 72:6 81-3 
Rest of Europe <a 11-5 78 13-2 18-3 8-1 17°3 20-1 17-7 
— Africa 15:8 25-3 31-8 37-0 18-4 40-3 Atel 42-9 
India and Western Asia 19-9 22-6 32-6 40-7 12-0 33-7 35-8 38-6 
Rest of Asia 11-0 0:8 79 12-3 7°5 12-0 136 19-6 
Oceania . 30-2 27-8 35-8 34-0 14:5 20-7 21-5 22-7 
North America ; : 49-8 131-7 106-8 120-3 11-0 17-2 17:1 21-7 
Central America and ‘West Indies 8-7 12-7 19-1 15-8 2:6 4-4 5-1 | 5-6 
South America ite ee eh 17-4 22-5 32:1 31-8 8-6 12-8 14:4 | 16-1 
Total, British countries ...| 92-9 | 130-6 158-2 178-6 58-7 112-4 116-8 | 132-7 
Total, Foreign countries... 137-0 145-3 166-2 191-2 59-0 115-5 124-5 133-5 
= ToraL, ALL CounTRIES 229-9 | 275-9 324-4 369-8 117-7 227-9 241-3 | 266-2 
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World’s Largest Clothing 


Dealer 


OTHING was, perhaps, further from the minds of our 

forefathers than that the Government should deal in 

new and second-hand clothing, and the waste products, 
rags, wipers, buttons, etc., arising from the unserviceable 
garments when broken down for produce. H.M. Govern- 
ment, through the Disposals Directorate of the Ministry of 
Supply, has become for the time being probably the world’s 
largest clothing dealer. 

At first the emphasis was put upon making unserviceable 
garments from the services usable again, and a cleaning and 
repairing capacity was created which resulted in millions of 
battledress blouses, Service jackets, trousers, greatcoats, 
underwear, socks and stockings being} returned to the 
Services for re-issue. The saving in new production thus 
effected has made a material contribution to the amount of 
textiles available for civilian purposes. 

One firm devised a means of restoring to a large extent 
the size and flexibility lost by knitted woollen garments as a 
result of wearing and laundtring. These garments, 
miraculously recovered, went back into use, and the process 
was repeated more than once. 

With the reduction in the Forces due to demobilization, 
and the taking of a large number of prisoners of war, another 
aspect of the problem arose. Supplies of cleaned, dyed, and 
marked garments were required under the Geneva Conven- 
tion for prisoners of war, and many millions of garments 
have been reconditioned and supplied to male and female 
prisoners. The hard work done by prisoners in agriculture, 
etc., required a good standard of garment and this was 
supplied. 

The volume of garments thrown up as a result of demob- 
iization far exceeded the needs of prisoners of war, and 
many millions of new and second-hand garments began to 
accumulate. The trade was called in and, through the 
recognized trade organizations, together with special 
Corporations set up for the purpose, a steady flow of surplus 
clothing poured into the civilian market. 

A smaller quantity of new garments has been sold to the 
public, the Services retaining for their own uses a large 
proportion of new clothing in order to prevent large demands 
on new production. 

The magnitude of the total disposal of textiles can be 
judged from the figures for 1946, during which year 34,000 
tons of clothing was disposed of in addition to 11,500 tons 
of wool rags which went into production again through the 
Wool Control. 


Distribution of Trade (Continued) 

The first six countries in 1938 were also the first six in 
1946. As before the war,the United States was easily our 
main source of supply in 1946, followed by Canada. The 
next three positions are occupied by New Zealand, British 
India and Australia, with the Argentine sixth, as in 1938. 
Eire, twelfth on the list in 1938, is now seventh. Countries 
not on the list before the war are British West Africa, Ceylon, 
British Malaya and the Dutch West Indies, which displace 
Denmark, Germany, the Netherlands and France. Of the 
twelve main sources eight are now British. 


Re-exports 


The re-export trade before the war consisted largely of a 
re-distribution of Empire produce to foreign countries and 
that remained true in 1946, though it was affected by the 
inclusion in the total of £50°3 million of re-exports by 
U.N.R.R.A. amounting to between £6 million and £7 million, 
which may not have come from British countries to the same 
extent as normal. The proportion taken by foreign countries 
last year was 84 per cent., compared with 81 per cent. in 
1938. 

Shipments to France and Northern Europe represented 
60 per cent. of the total and the rest of Europe took a further 
20 per cent. North America took 10 per cent., but in the 
last quarter of the year the proportion rose to 15 per cent. 


Hard and Soft Currency Areas 


’ 


Imports from ‘“‘ hard currency ”’ areas in 1946 amounted 
to £623 million, while total exports to those areas were £175 
million. With ‘‘ soft currency ’”’ areas our imports and 
exports were £674 million and £787 million respectively. 
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Raw Materials Reclaimed 


from Unwanted Weapons 


ONTINUED demobilization of the Armed Forces hag 
naiet in a steady flow of equipments for disposal. 

A considerable proportion of surplus Service equipments 
has been, or can be, converted to peace-time use—an article 
on page 284 of the Board of Trade Journal of February 16 
dealt with the conversion of tanks into heavy duty towing 
tractors—but purely warlike stores such as gun equipments, 
some types of flame throwers, rifles, sten guns, small arms, 
etc., have little application in peace-time and are best used, 
particularly in these days, for the reclamation of the 
valuable raw materials they contain. Occasionally peace- 
time uses for purely warlike stores can be found, but the 
number is limited. One interesting application was the 
conversion of two-pounder guns into harpoon guns for 
whaling ships, another was the use of mine detectors for 
metallic objects buried in timber. 

The equipments without any peace-time use, small though 
they are when compared with the main bulk of surplus 
stores, nevertheless occupy valuable space urgently needed 
for other uses and, once treated, can be a valuable source of 
raw materials. To date over 100,000 items of ordnance and 
over 1,300,000 items of small arms have been broken down 
to reclaim steel, copper, brass, etc., and have produced some 
32,000 tons of urgently required metals for immediate 
re-absorption in peace-time requirements. 

Breakdown, simple as it appears at first sight, gives rise 
to many problems. The massive weapons, some even on 
railway mountings, are heavy and bulky though small in 
number ; the small arms are individually small in bulk but 
huge in number. Security in the case of the latter types is 
also important. All arms must be carefully checked to 
ensure that no live rounds have been left in a breech or 
magazine and small arms must be broken down under such 
conditions that every one is accounted for. 

Dismantling of tensioned or spring-loaded equipment 
must also be done under careful supervision as the proper 
‘* know how ”’ is required to avoid accidents. 

The services and experience of the Royal Ordnance 
Factories, with the added advantage of their security 
arrangements, have been utilized for a large proportion of 
this breakdown work. 


Surplus Machine Tools for Small 
Buyers 


A MINISTRY of Supply campaign is being conducted 
to bring to the notice of the small men in industry that 
40,000 surplus machine tools are available for purchase. 


The Ministry has already disposed of over 110,000 machine 
tools for £28,060,000. Although large users have had their 
needs met, many small men are still requiring machine 
tools. The press and poster advertising campaign will 
bring the scheme to this class of purchaser. 


Beginning next month, classified and display advertise- 
ments will be published in 1,500 London and provincial 
daily and weekly newspapers, and a poster will be shown at 
labour exchanges, town halls and other centres likely to be 
visited by the small manufacturer and workshop owner. 

Disposal centres, at which details of the machine tools 
available can be seen, have been set up as follows :— 
C.M.L. Building, Gt. Charles Street. 
Elmdale Hotel, Elmdale Road. 
G.E.C. Buildings, Kingsway. 


BIRMINGHAM 
BRISTOL ... 
CARDIFF ... 


GLASGOW 21 Glassford Street. 

LEEDS 10 Bank Street, off Boar Lane. 

LONDON ... Room 0088, Grd. Floor, Thames 
House North, Millbank, S.W.1. 

MANCHESTER Britannia House, Fountain Street. 


14 James Street South (Tools in N. 
Ireland only.) 

Nr. Reading. 

Near Boston Spa, Yorkshire. 

Church Road. 

Near Kidderminster. 

Willow Tree Lane. 

Kempston Hardwick, Bedford. 

Near Chester. 

Near Reading. 

Near Wolverhampton. 

Brown’s Lane, Allesley, Coventry. 


BELFAST... 


BURGHFIELD 
THorP ARCH 
ErRiTH, KENT 
SUMMERFIELD 
YEADING, Mpx. 
ELSTOW ... 
CAPENHURST 
THEALE . - 
FEATHERSTONE ... 
No. 2 Factory ... 
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Ministry of Supply Forthcoming 
Auction Sales 


OME idea of the wide variety of equipment supplied for 

use of the American Armed Forces can be obtained by 

visiting the Ministry of Supply Depot on Newbury 
Racecourse on the view days which precede the next auction 
sale, which the Ministry are holding there on March 27, 28, 
31, April 1 and 2. 

The Racecourse requisitioned by the War Office for the 
use of the American Forces was used by them as a huge 
Quartermaster’s Stores Depot, and when the Americans 
returned to the United States they left behind large 
quantities of stores, most of which the Ministry of Supply is 
disposing of by a series of auction sales. 

The forthcoming sale contains a wide variety of consumer 
and capital goods, such as camp beds, baths and sinks, 
trailers, lighters and lighter fuel, quilts, barrage balloons, 
camouflage paint, field kitchens, tools, and about 2,500 
other as widely differing lots, including miscellaneous 
machinery. 

So much equipment existed when the depot was taken 
over that although other Government Departments have 
selected and taken away some thousands of tons of stores, 
there still remained such a vast quantity that it was 
impossible to dispose of this in one sale. The Ministry of 
Supply have already held two sales on the Racecourse and 


Date Stores | Loc: 


Motor Vehicles and Trailers 


March 17-April | 





Lincs. 
March 20-21 Vehicles ... M.O.S. Depot, Du 
March 25-29 Miscellaneous Hand Tools and M.O.8. Depot 
Vehicles Somerset 





March 25-April 2 | Vehicles ... . | M.O.S. Storage I 


| M.O.S. Depot, Mei 


Glasgow 


March 27-28 Vehicles ... 


March 27-April 2 | Miscellaneous stores Newbury Racecot 


Miscellaneous stores M.O.S8. Depot No. 


April 9-10 
Bristol 
April 9-18 Vehicles ... 

ham, Glos. 


April 9-18 Vehicles ... wey 

| slow, nr. Salish: 
April 9 and Radio and Radar equipment ... | M.O.S. 
April 23 
Elstree, Herts. 


April 15-18 Miscellaneous stores 


toad, London, 


April 24-25 Miscellaneous stores M.O.S. Depot 








R.A.F. Station, Kirmington, nr. Brigg, 


| Aerodrome, Dorchester, Oxford 


M.O.S. Depot, Toddington, nr. Chelten- | 
M.O.S. Depot, Bentley Wood, Winter- 


Depot No. 
Watford By-Pass, 


| 
: | M.O.S. Depot No. 98, Tower Bridge 


No. 


Aerodrome, Sussex | 
’ | 


further sales will be held from time to time as the stores that 
still remain can be sorted and ‘‘ lotted ’’ for auction. 


Previous sales have disposed of similar useful and just as 
varied a collection, including refrigerators, engineers’ tools, 
jeeps, butchers’ chopping blocks, insecticide spray, jerricans, 
stencil paint, dustbins, and tobacco pipes, much of which 
will, no doubt, find its way into the hands of the consumer 
public. 

The housing programme, both permanent and temporary, 
must have benefited considerably from the supply of various 
kinds of building materials, such as rain-water piping and 
fittings, plasterboard, doors, paint, electric light switches 
and fittings, and other similar articles which have been made 
available to and taken by the Ministry concerned. 


At an auction to be held in Scotland at M.O.S. Depot, 
Meiklewood Road, Glasgow, on March 27 and 28, approxi- 
mately 500 vehicles, including British and Canadian trucks, 
will be auctioned. A number of 10 h.p. saloon cars, light 
utilities, jeeps and trailers, which should appeal to people 
in need of light transport vehicles, and fifty motor cycles 
will also be put up for sale. In the list below are details of 
auction sales of vehicles and other stores soon to be held 
by the Ministry of Supply. 


Auctioneers 


ation 

Stennett, Son & Stevenson, Cornmarket 

| Louth, Lincs. Tel. Louth 322. 

Oliver & Son, Ltd., New Mart Road, Edin- 
burgh, 11. Tel. Craiglockhart 2306 & 1209 

W. R. 'T. Greenslade, 2-3 Hammet Street, 

; ‘Taunton, Somerset. Tel. Taunton 2601/2, 

W. Parker & Co., 53 East Street, Taunton. 

Tel. Taunton 2101. 

Ff. L. Hunt, 9 Hammet Street, Taunton. 

Tel. Taunton 2743. 
| Simmons & Sons, 12 Station Road, Reading. 

Tel. Reading 4025/6. 

& R. Edmiston, 7 West Nile Street, 
Glasgow, ©.1. Tel. Glasgow Central 9341. 
Thake & Paginton, 28 Bartholomew Street, 

Newbury. ‘Tel. Newbury 582. (Cata 
logues can be obtained from Newbury 
| Racecourse.) 
| Davies & Son, 55 
| Tel. Bristol 23552. 
| E. G. Righton & Son, 39 High Street, Eve- 
| sham, Worcs. Tel. Evesham 6155. 
| Woolley & Wallis, The Castle Auction Mart, 
| 
| 


ddington, Edinburgh | 


No. 123, Taunton, 


depot, Mount Farm 
klewood Road, Govan, J. 


irse, Berks. ... 


47, Bristol Tramway, Queen Street, Bristol, 1. 
9 


Salisbury. Tel. Salisbury 2491. 
Goddard & Smith, 22 King Street, St.James’, 
London, S.W.1. Tel. Whitehall 
(No catalogue will be issued.) 
| Stocker & Roberts, 29/31 Lewisham High 
Street, London, S.E.13. 
2135. 
Edgar Horn, 47 Cornfield Road, Eastbourne. 
Tel. Eastbourne 1801. 


ry 
S77,. LETS. 
Aldenham, nr. } 2721. 


S.E.1. Tel. Lee Green 


90, Wilmington 


Further details and catalogues may be obtained from the Auctioneers. 
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DISTINCTIVE 
BEACH GLASSES , 
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The BEAUCATCHER 


Just one example from our wide range of distinctive 
well made and well designed sunglasses. Available from 
stock in attractive shades of green, red, pink, light blue 
and white. Fitted with curved, polished plate, ray absorb- 
Ing lenses, Export Enquiries invited. 
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Questions Asked 


THE BOARD OF TRADE JOURNAL 


22 March 1947 


and Answered in 


Parliament 


Below is a selection of questions of interest to trade and industry answered in the House of Commons 


THURSDAY MARCH 13 


Timber Stocks 

The President of the Board of Trade, Sir Stafford Cripps, 
stated that the stocks of softwood in the country at the 
beginning of the year were 214,000 standards. The arrange- 
ments made to obtain supplies were described in the Debate 
on the Adjournment on February 4, and a more detailed 
statement will shortly be published in the Board of Trade 
Journal. Negotiations with the chief supplying countries 
have not progressed far enough yet to enable any close 
estimate to be made of imports during 1947. 


Visitors from Overseas 

There had been no change in the policy of His Majesty’s 
Government in encouraging visitors from overseas during 
1947, stated the President. For some time past intending 
tourists have been advised to arrange their accommodation 
in advance and also, in their own interests, to make sure 
that they have secured transport facilities for the two-way 
journey. 


Clothing Coupons for the Services 

In a further statement on the supply of clothing coupons 
to the forces to enable them to procure civilian clothing to 
wear off duty, the President said that after consultation 
with his colleagues in the Service Departments, it had been 
decided that regulars in all the Services would be entitled 
to receive 30 coupons for the period of twelve months which 
began on October 1 last and this arrangement would be 
continued annually. In addition, for this year only, each 
regular would be issued with five coupons for each complete 
year of service between 1941 and 1946 inclusive, provided 
that he had not otherwise become entitled to civilian coupons 
through having been demobilized. 

The first issue of these coupons would, it was hoped, be 
made through the Services next June. Special arrange- 
ments would be made for the issue to regulars returning to 
this country from abroad, of the accrued coupons to which 
they were entitled. 


Imports of Motor Cars 

No commercial imports of motor cars were at present 
being allowed from any source, the President stated. He 
could not say when it would be possible for any such imports 
to be permitted. 


West Cumberland Factory 

Site preparation work in progress for Messrs. Courtauld’s 
factory at Sellafield in the West Cumberland Development 
Area was employing approximately 70 workers, the President 
said. Work on the designing of the plant was also in pro- 
gress and it might be a further 18 months before a start 
could be made on the erection of the plant. The labour 
force engaged on site preparation and civil engineering 
works would then be gradually augmented and the building 
labour required was likely to amount to about 1,500 workers. 


MONDAY 


Vacuum Flasks 

The Parliamentary Secretary to the Board of Trade, 
Mr. Belcher, said that he was glad to:say that the output of 
vacuum flasks had recently improved, and that it had there- 
fore been possible to make a small increase in the number of 
permits for “‘ Thermos ”’ flasks available to agricultural and 
other workers. The flasks produced by other manufacturers 
were not subject to permit, and he was now arranging with 
Thermos (1925), Ltd., for them to place a small quantity on 
the market outside the permit scheme. 


MARCH 17 


Steel for Coal/Oil Conversion 

The Minister of Supply, Mr. John Wilmot, stated that 
instructions had been issued to steel producers to give 
priority to the supply of all steel required in connection 
with the coal/oil conversion programme. 


Government Vehicles 

Mr. Wilmot stated that the number and details of 
motor vehicles bought by the Government since August 
1945 were as follows :— 




















Numbers delivered | Total value of 
against orders in | vehicles ordered 
Department the period August, | and delivered 
1945-January 25, 
1947 
| £ 
Admiralty ... we ke 155 64,848 
War Office... ... | 83 87,980 
Central Office of Information| 30 13,041 
Control Commission for 
Germany and Austria ... 568 219,335 
Customs and Excise ae 44 13,293 
Department of Agriculture 
for Scotland... sie 40 11,385 
Foreign Office ve es 80 65,808 
General Post Office se 46 12,453 
Home Office ae veh 35 9,292 
Imperial War Graves Com- 
aaa 28 | 9,712 
Ministry of Agriculture and | 
Fisheries — 265 | 57,152 
Ministry of Education 97 | 22,529 
Ministry of Food ... see 20 5,105 
Ministry of Fuel and Power | 25 9,005 
Ministry of Health ek | 62 15,728 
Ministry of Labour and 
National Service | 66 18,772 
Ministry of Supply 150 54,202 
Ministry of Transport 27 7,017 
Ministry of Works... wot 203 59,882 
National Savings Com- 
mittee... sey ye 23 5,611 
Other Departments (for | | 
which less than 20 cars 
were bought) ... a 42 | 15,541 
| 2,089 | £777,691 





Orders for passenger cars outstanding at January 25, 
1947, were 3,095 at an estimated value of £1,212,000. 


TUESDAY MARCH 18 


Coal for Cotton Industry 

Mr. Belcher stated that the cotton and worsted spinning 
industries had received coal allocations substantially higher 
than those for industry generally. The Government would 
do all they could consistent with the claims of other essential 
needs, to assist those industries to obtain fuel and to keep 
their production in balance. He regretted, however, that 
there was no prospect that the coal supplies likely to be 
available to either the cotton or the wool textile industries 
in the immediate future would be sufficient to keep them 
in full operation. 


Timber from Roumania 

The Secretary for Overseas Trade, Mr. Harold Wilson, 
stated that negotiations for an agreement which would 
have provided for a resumption of trade and _ limited 
financial relations with Roumania took place in Bucharest 
from February to October last year and a draft agreement 
was on the point of being signed when the Roumanian 
Government broke off the negotiations. With the signature 
of the Peace Treaty with Roumania, a fresh situation had 
arisen and steps would be taken when the Treaty had been 
ratified to remove the wartime restrictions on trade 
between the two countries. 

The lack of an agreement had not, however, prevented 
trade with Roumania and a number of transactions had 
in fact already taken place under licence. As regards 
timber, negotiations with the Roumanians had _ been 
carried on for many months and 10,000 standards of 
softwood were now under contract. 


Motor Cars from France 
Three licences to import new motor cars from France 
to a total value of approximately £2,450 were granted 
during 1946, it was stated. 
(Continued on neat page) 
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Second Allocation of Tin Metal for the 
First Half of 1947 


HE Ministry of Supply announces a second allocation 
of tin metal by the Combined Tin Committee in respect 
of the first half of 1947. 

When the Combined Tin Committee announced on 
January 23 the interim allocations of tin metal which had 
been recommended for the first half of 1947, it was stated 
that at a later date substantial additional quantitites of 
tin would be available for allocation for the first half of 
this year. The estimates on which this statement was 
based have since been revised and show a deterioration 
in the supply position which may be summarized as follows : 

Malaya: The rehabilitation of the mining industry in 
Malaya has been slower than anticipated and current 
recovery of production has been seriously handicapped by a 
shortage of coal among other factors. 

Netherlands Indies : Recovery of production in Nether- 
lands Indies has also been retarded by shortages of coal as 
well as shipping facilities. 

Siam : Exchange problems have thus far made procure- 
ment of tin allocated during 1946 from Siam so difficult 
that it is not anticipated that Siam will be an effective 
source for new procurement during the first half of 1947. 

Japanese Stocks : Of almost 10,000 tons of tin found in 
Japan, 6,000 tons have already been allocated by the 
Combined Tin Committee. The remaining quantity will 
be reported for allocation as soon as the protracted task 
of working and sampling is completed. 

China: Although it is expected that more tin will be 
available than hitherto, production in China is far below 


pre-war levels, owing to economic and _ transportation 
problems. 
Belgium : Production is reported to be increasing. 


The Committee is not in a position to predict how soon 
the supply position will improve. It can only point out 
that the coal shortage may be temporary, and that the 
new equipment which is being provided for the Netherlands 
East Indies may be expected to increase output by the 
end of this year. The Committee wishes to point out that 
the relatively large allocations made in 1946 were possible 
because there were then available substantial stocks, 
including metal found in Malaya, Netherlands East Indies 
and Japan, at the end of the war. 

No such ‘‘windfalls ’’ are likely to be available in 1947. 
Demands for allocations for the period January to June, 
1947, total almost 60,000 long tons, whereas new supplies 
available for allocation from all sources during this period total 
17,700 tons. Since the first interim allocations for this 
period totalled 10,915 tons, there remain only 6,785 tons 
available for additional interim allocations. The Committee 
proposes to review the supply position again in May, at 





Parliamentary Questions 
(Continued from previous page) 


New Factories in the Development Areas 

Between July 31, 1945, and February 28, 1947, 13 new 
factories had been completed, or so far completed that the 
firms were in occupation, in the North Eastern Develop- 
ment Area, 3 in West Cumberland, 4 in South Wales, and 
16 in the Scottish Development Area, making a total of 36, 
Mr. Belcher said. The latest returns available showed that a 
total of 1,537 men and 948 women were employed in these 
factories: 466 men and 485 women in the North East, 
50 men and 117 women in West Cumberland, 170 men and 
30 women in South Wales, and 851 men and 316 women 
in the Scottish Development Area. 
United States Aid to Greece and Turkey 

Mr. Harold Wilson stated that President Truman’s 
proposals for aid to Greeve and Turkey still awaited action 
by the Congress and it would be premature for him to make 
a statement at this stage. Greece and Turkey were not 
within the sterling area and our monetary relations with 
them would not be affected by an American gift. 
Mining Machinery 

Mr. Belcher stated that four factories and extensions 
had been approved for the production of mining machinery 
in the Development Areas. One had been completed and 
was in production. In addition to these four projects, one 
Government factory had been allocated for this type of 
production on the North East Coast, one in West Cumber- 
land and one in South Wales. There were four further 
projects which had been approved for the production and 
repair of open-cast coal mining equipment in South Wales. 


which time final allocations for the first half of 1947 will 
be recommended. There may by that time be a further 
quantity available for allocation from Japanese stocks. 

In announcing additional allocations for the first half 
of 1947, the Committee wish to explain why no further 
allocations have been recommended to many claimant 
countries. As explained at the time of the January 23 
allocation, the quantities made available were based 
arbitrarily on the allocations for the second half of 1946 
and were intended primarily to keep supplies moving. 
It was not then possible to ensure an equitable distribution 
because many countries had not submitted adequate data 
in support of their stated requirements. The new interim 
allocations are designed to bring the relative positions of the 
claimant countries more nearly in balance. Under this 
determination many countries have already received the 
calculated allotment due to them. The Committee, there- 
fore, recommends new interim allocation as shown in 
column 2 of the table below which represents the balarice 
due. 


(ALL FiaurEs ARE IN Lona Tons.) 














| 
l 2 3 
Interim allo- | Present fur- Total 
Country cation made ther interim allocations 
Jan. 23, 1947 allocation to date 
Argentina ee 100 LOO 
Austria ... Wi? 115 115 
Brazil 115 115 
Canada ... is 680 360 1,040 
Ceylon ... oe 14 l4 
Czechoslovakia ... 340 8 348 
Denmark sh 140 20 160 
Egypt... ue 100 100 
Finland ... it 70 6 76 
France ... se 2.275 149 2,424 
Greece... ae 45 15 60 
Hong Kong ai 150 150 
India ‘a8 sity | 1,140 1,140 
Italy ; ~~) 455 485 940 
New Zealand A 150 | 150 
Norway ... | 70 | oe 72 
Poland fal 205 20 225 
Sweden ... ie 390 10 400 
Switzerland 365 365 
Turkey ... Pan 100 10 110 
United States 3.640 | 5,686 9,326 
Yugoslavia GO GO 
Other Latin | 
American | 80 - 80 
Other Middle East | | 
(including Pale- | 
stine) | 100 | 100 
Total .... | 10,915 6,785 | 17,700 


| 


Supplies may be obtained from the Netherlands and 
Netherlands East Indies, Belgium and the Belgian Congo and 
China, as well as from stocks of Japanese tin in United States. 
Malaya and Hong Kong are not sources of supply for the 
new allocations listed in column 2 above since requests 
already put before the British authorities against the first 
interim allocation would completely absorb the quantity 
estimated as available to the end of June from these sources. 


U.K. Tin Stocks and Deliveries 


The Ministry of Supply announce the following details of 
the United Kingdom tin position in January 1947. All 
figures are in long tons :— 


TIN METAL. Ministry. Consumers. 


Stocks at 1.1.47 7,779 1,130 
Arrivals - 
Production Pee ae sata 3,112 
10,891 1,130 
Deliveries : 
to U.K. Consumers 2,419 - 2,419 
for export mae ..- 498 2,917 
6,549 


2,639 


Consumption te er awe —- 


7,974 » 3,910* 


Stocks at 31.1.47 eee ae 
* Calculated. Reported: 3,651. 
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Export of Personal Property from 
Germany 


Y arrangement with the British Element of the Control 
B commission for Germany it is now possible for United 

Nations and Neutral Nationals and certain German 
Nationals resident in the United Kingdom, and British 
subjects and British Protected persons resident elsewhere, 
to remove their furniture, personal and household effects 
from the British Zone in Germany to the United Kingdom, 
provided that they were owned by these persons when 
resident in Germany at any time prior to May 8, 1945. 
Applications should be made in quintuplicate on forms which 
can be obtained from The Control Office for Germany and 
Austria, Room 229, Norfolk House, St. James’s Square, 
London, S.W.1. The completed forms should then be 
addressed to the Military Government Headquarters of the 
region in which the property is situated. The official 
address of these regions is as follows : 
H.Q. Mil. Gov. Land North Rhine/Westfalia, 


714 H.Q. CCG. (BE), B.A.O.R., 
Dusseldorf (for Property Control). 


H.Q. Mil. Gov. Land Niedersachsen, 
229 H.Q. CCG. (BE), B.A.O.R., 
Hanover (for Property Control). 
H.Q. Mil. Gov. Land Schleswig Holstein, 
312 H.Q. CCG. (BE), B.A.O.R., 
Kiel (for Prope rty Control). 
H.Q. Mil. Gov. Hansestadt Hamburg, 


609 H.Q. CCG. (BE), B.A.O.R., 
Hamburg (for Property Control), 


The application forms constitute a sworn statement to the 
effect that the applicant is the owner of the property and 
that he undertakes to indemnify all persons against any 
claims which may be made against them in respect of the 
delivery of the said property. Any documents in the posses- 
sion of the owner proving title to the property should 
accompany the forms. A complete inventory should be 
given in a form in which the property can be easily identified, 
together with the address of the last known location of the 
property and the name and address of the person or persons 
left in charge. The name and address of the owner or 
authorized to receive the the United 
Kingdom should be stated in block capitals. 


person goods in 


Upon receipt of the application forms in Germany, 
estimates for the cost of packing and transport within 
Germany will be forwarded to the applicant. These costs 
must be paid in sterling. At the same time a standard 
form of contract will be sent to the applicant for signature 
and return as indicated on the form. The property will 
then be packed and forwarded to Messrs. Hogg, Robinson 
and Capel Cure, Shipping Agents at Hamburg, who will 
submit a separate account for shipment to the United 
Kingdom. 

In the case of jewellery, precious metals, precious or 
semi-precious stones, objects d’art or articles having a special 
value as antiques or collections, a special licence is required. 
This licenee may be obtained by forwarding full details to 
the appropriate Headquarters in Germany mentioned above, 

The Control Commission for Germany cannot be respon- 
sible for any loss or damage incurred in transit and reserves 
the right, in any case of doubt arising with respect to the 
title of the property claimed, to demand a declaration of 
a German Court establishing the owner’s title to the 
property in German law. 

Personal effects of which the owner has been dispossessed 
pursuant to Nazi discriminatory legislation do not come 
within the scope of this announcement. 

The above facilities are also extended to German Nationals 
who were resident in the United Kingdom prior to Septem- 
ber 1, 1939. 

The provision of an agreed statement upon the property 
and its condition between the owner and the person in whose 
custody it has been is not part of these arrangements, and 
owners are advised that its absence may affect the exercise 
of any rights which they may later acquire in respect of, 
for instance, war damage. .It should also be noted that 
regulations do not at present permit settlement either 
to be made by the owner, or to be enforced by any person 
concerned in Germany in respect of, e.g., storage charges 
which may be outstanding against the property or the 
owner. 

\ general authority to cover goods imported under this 
scheme has been issued by the Trading with the Enemy 
Branch of the Board of Trade. 


Registrations of British and Foreign Films 


HE following are details of British and Foreign films registered by the Board of Trade under 
the Cinematograph Films Act, 1938, during the week ended Tuesday, March 18, 1947. 


Title of Film Registered in the Name of 


BRITISH 


Film Traders, Ltd. 
RKO Radio Picture 


Home And School 
Men In Blue ; Ltd. 


Skiffy Goes To Sea Exclusive Films Ltd. 


General Film Distributors 
Ltd. : 
RKO Radio Pictures Ltd. 


The Root Of All Evil 
Hints and Tips, No. 5 


New Pathe Pictorial Nos.131/143 (Series): 
New Pathe Pictorial No. \34 


; | Pathe Pictures Ltd. 
Happy Holiday : 


International Film Ren 
ters Ltd. 
General Film 
tors Ltd. 
Sherwood Films Ltd. 


Distribu- 


All The King’s Horses 


Top Speed 


The Best Years Of Our Lives RKO Radio Pictures Ltd. 


Pluto’s Housewarming... ; site 


Criminal Court 
Step By Step 


ab RKO Radio Pictures Ltd. 
Mr. District Attorney 


Columbia Pictures Corp. 
Ltd. 
General Film 
tors Ltd. 
Metro - Goldwyn - 
Pictures Ltd. 
Soviet Film Agency 


A Woman Destroyed Distribu 


It Happened In Brooklyn Mayer 


The Vow 





(Films, the titles of which are in italics, are parts of a series.) 
Br/E indicates “ for the exhibitors’ quota only.” 
Br/R indicates “ for the exhibitors’ and renters’ quotas.” 


| l é 











| Length | Date of 
Maker’s Name Registered No. (feet) | Registration 
| Crown Film Unit are | Br/R 10068 | 1,812 March 12 
British Foundation Pic- Br/R 10072 | 1,700 March 12 
tures, Ltd. | 
Maycraft Film Produc- | Br/E 10073 | 3,125 | March 12 
tions | | 
Gainsborough Pictures | Br/TR 10074 | 9,755 March 13 
(1928) Ltd. | 
British Foundation Pic- | Br/R 10076 | 1,432 | March 14 
tures, Ltd. 
Pathe Pictures Ltd. . | Br/R 10077 | 764 March 14 
Random Productions Ltd. | Br/E 10079 3,250 March 15 
Angel Productions, Ltd. | Br/E 10081 | 3,005 March 15 
| | 
Paul Barralet Produc- | Br/E 10083 | 3,075 March 17 
tions Ltd. | 
| 
EIGN | 
Samuel Goldwyn Produc- | F 10069 | 15,378 | March 12 
tions Inc. | | 
Walt Disney Productions | F 10070 635 | March 12 
Inc. | 
RKO Radio Pictures Inc. | F 10071 5,661 March !2 
RKO Radio Pictures Ine. | F 10075 5,572 March 14 
Columbia Pictures Corp. | F 10078 7,505 March 14 
Universal International | F 10080 9,284 March 15 
Films Inc. | | 
Metro - Goldwyn - Mayer | F 10082 9,252 | March 15 
Tbilisi Film Studios F 10084 a March 18 








Br/TR indicates ‘‘ for the exhibitors’ quota and trebled for the renters’ quota.” 


*,* The registered title of the film “The Arnels Affair’ (F. 10060), notification of which appeared in 


of March 15, 1947, should read “‘ The Arnelo Affair.” 


the Board of Trade Journal 
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Supplies of Consumer Goods to the 
Home Civilian Market 


IGURES for supplies of consumer goods to the home 
market given in the accompanying table relate to the 
months of December and January or to longer periods 
ending during the fourth quarter of 1946. They are quoted 
in the form of annual rates in continuation of the series of 
tables published in the Journal of October 26; the most 
recent additional figures appeared in the issue for January 25. 

Supplies in December, with few exceptions, are affected 
by the Christmas holiday. 

An analysis of change in supplies of the more important 
items since the corresponding period a year ago (monthly 
returns for December and January being treated as a 
2-monthly period) is given below. 


Percentage Increases Compared with 
a Year Ago 


per cent. 
Clothing 
Footwear (index) sie 40 
Hosiery : (index) ne se se eee 29 
Under and outer-wear 20 
Socks and stockings ... 35 
Cloth : Wool 18 
Non-wool ‘os sae eee 28 
Hand-knitting yarn... oe oa eae 29 
Sanitary aaa. R ie ae eee ae 5 
Nursery squares 118 
Household Goods 
Household textiles (index) 12 
Bedding (index)... 59 
Carpets and rugs 159 
Pottery (index) ... es os se sie 15 
Cutlery (index) sak ne Ka ca 33 
Hollow-ware (index) ... ote Bie ies 23 
Utility furniture 78 
Miscellaneous 
Prams and folders ‘3 52 
Push chairs es iat Zhi ane ces 6 
Umbrellas 65 
Matches ee ies a cae ea 19 
Tobacco bow Tite ch Sia sie 9 
Pencils idle sae és sais ae 38 


Comparison with 1945 


Percentage increase in supplies of certain items in the 
year 1946 compared with those of 1945. 
per cent. 
Clothing 
Footwear (index) 30 
Hosiery : (index) 
Outerwear es 24 
Underwear ... AME ve sie 9 
Socks and stockings .. sie ae sae 3 
Total aaa 24 
Cloth : Wool 33 
Non-wool 36 
Hand-knitting yarn 15 
Sanitary towels... 31 
Nursery squares 130 
Household Goods 
Household textiles (index) 28 
Utility furniture (unit value) ... 181 
Floor coverings :— 
Linoleums and felt base 60 
Coir mats and matting 43 
Carpets and rugs - 199 
Domesiic Pottery vena 28 
Cutlery (index) ... ar 46 
Firegaurds eee 13 
Miscellaneous 
Prams and folders eee 33 
Push chairs ba tee ear 192 
Umbrellas 47 
Matches 18 
Tobaceo ... — ane oe wan ey 9 


Annual rates of Supply for insertion in the main tables 
published in the Board of Trade Journal for October 26, 1946 





Table 


I 
(Index) 


II (a) 


(b) 


LI (a) 


(b) 


IV 


VI 


VII 


VItl 
IX 


XI 


XII 
XIII 


AN 


XVIII 


XX 


XXI 


XXIIT 


XXV 





Sub-heading 
Footwear _— 
Other clothing 
Furniture, etc. 
Hardwear 


Non-rubber 


Rubber 


Underwear and 
outerwear 


Socks and stock- 
ings 


Gloves... 


Wool cloth 
Non-wool cloth 


Knitting yarn 
Sanitary towels 


Nursery squares 
Braces 


Wool blankets 


Other household 
textiles 


Bedding 


Utility furni- 


ture 


Carpets, etc. 


tadio sets 


Prams, etc. 


Domestic 
pottery 


Cutlery, etc. 


Holloware 
Fireguards 
Teats and valves 
Pencils 
Wedding rings 


Umbrellas 
Tobacco 


Matches ie 
Mech. lighters 


Priority 





Period 
Nov./ Dec. 
Nov./Dec. 
Sept./Oct. 
Sept./Oct. 
Nov./Dec. 


December 
January’47 


December 
January’47 


Nov./Dec. 


Nov./Dec. 


Oct. to Dec. 


December 
Nov./Dec. 
December 
January’47 
December 
January’47 
December 
January’47 
Nov./Dec. 
Oct./Nov. 
December 
January’47 
Nov./Dec. 


Oct./Nov. 


December 


Sept. to Nov. 


November 
December 
December 


January, 47 
Oct. to Dec. 


Oct. to Dec. 


Nov./Jan.’47 
Oct. to Dec. 


November 
December 


Nov. to 
Jan.’47 
Nov. to 
Jan.’47 
Oct. to Dec. 
December 
January’47 
Oct. to Dec. 
December 
January’47 


December 


January’47 


| wwe 
553, 





Reading across the 
columns for additional 





figures 
145 
137 (prov.) 
240 


206 (prov.) 
216 (prov.) 
21-0, 3-6, 34-2, 2-8, 8-0, 
10-0, 0-7, 13-8, 2-6, 11-5, 
1-7, 1-02, 90-5, 5-0, 15-4, 
lil 
3-0, 36-5, 3-2, 7-6, 
9-9, 0-7, 14:3, 2-5, 11-7, 
7, 1-07, 95:2, 5:6, 14-2, 
115 


22:8, 


1-71, 4:09, 13-45 

1-25, 3:34, 11-04 

4-4, 10-9, 10-5, 8 ~ 22:5, 
14:8, 5°7, 3°1, 1°7, 3-2, 
4-5, 4-2, 9-1, 3-0, 15-8 

60°0, 113-5, 48-7, 162-2, 
4-7, 2-0, 22:9, 50-4 

4-35, 1-03, 8-32, 2-89, 1-31, 
1-70, 1-98, 2-90, 2-04, 
26-52 

162, 36, 198 

83, 77, 123, 21, 41, 12, 61 

142, 314, 308, 126, 168, 537 


165, 353, 452 

1-9, 0-7, 9-8, 

2-5, 0-9, 

902 

998 

25:0 

8-65, 1-47 

3-6, 0:94 

5-3, 0°73 

4-4, 0-3, 3-8, 4-4, 14-4, 
20-9, 1-0, 2-8, 10-5, 14-9, 
16-6 

0-51, 0-74, 1-25, 0-20, 1-96, 
0-25, 0-95 


» 152, 204, 656 


12-4 
10-8, 14-2 


1,063, 472, 247, 347, 
451, 2,840, 41, 101, 223, 


1,560, 415, 61, 169, 27, 
40, 726, 44, 605, 162, 33, 
149 

17-56, 2-09 

1,476 

1,308 


515, 226 

714, 320 

91-8, 33°7 7, 25:8. 29-6, 7:0, 
2-9, 3-9, 1-1, 11-5, 4-3, 
1-9, i 27 

1-10, 9-08, 1-31, 4-66, 6-16, 
6-19, 2-24, 1-14, 0-03, 
5-73, 644 

11-4, 27-2, 1-84 

668 

38°3, 

29-5, 

67-3, 


10-2 

7:3 

41-0, 35-5, 3-7, 0-39 
0-39 


1,136 

257 

326 

2,089 

4°77, 0-28 

3°83, 0-48 

164, 169, 322, 1,436, 95, 
94, 335 

235, 368, 1,979, 130, 

” 98, 292 











430 


THE BOARD OF TRADE JOURNAL 


22 Mareh 1947 


Over 3,000 Exhibitors at B.I.F. 
this Year 


HREE of the largest exhibition buildings in the world 
will house the British Industries Fair which will be held 
in London and Birmingham from May 5-16. 

The London Section, covering the lighter industries, will 
occupy Earls Court and Olympia. In Birmingham the 
Engineering and Hardware Section will be at Castle 
Bromwich. 

Earls Court. This is the most recently constructed 
exhibition building in the United Kingdom. Built in 1937, 
of reinforced concrete, the three sided building, 900 ft. on 
one side and 700 ft. on each of the other two, occupies a site 
of 12 acres. The building has four large restaurants, with a 
seating capacity exceeding 4,000. In addition, there are a 
number of snack and lounge bars. 

Beneath the building is Earls Court Underground Station 
which gives access to all parts of London. The car park 
has accommodation for nearly 4,000 cars. 

Trade groups which will be at Earls Court are textiles and 
clothing, plastics, furniture, leather and leather goods, coin- 
operated automatic machines, domestic suction cleaners, 
foodstuffs and beverages, and general and sales services. 

Olympia. Opened in 1884 as a National Agricultural 
Hall, Olympia has grown and spread until it is to-day one of 
the greatest collections of buildings of its nature in the 
world. The original building, the Grand Hall, covering six 
acres, staged its first circus in 1886. Since these days it has 
staged many exhibitions and spectacles, and the demand for 
more space became so pressing that in 1923 the National 
Hall was added. Even then, the accommodation available 





SUPPLEMENT FOR BRITISH 
INDUSTRIES FAIR 


24-page supplement devoted to the British 

Industries Fair, which will be held simul- 
taneously in London and Birmingham from May 5 to 
16, will be published in the Board of Trade Journal 
of March 29. 


Although catering for all whose interests are con- 
cerned with the Fair, the supplement is particularly 
intended to provide an advance information service 
to overseas buyers. 

In addition to a description of the Fair and a 
survey of the different sections at Olympia, Earls Court 
and Birmingham, it contains details of the services 
and facilities available to overseas buyers. It will be 
illustrated, and printed on art paper, and some of the 
pages will be in three colours. 

Copies of the supplement will be sent to British 
Consular Officers, H.M. Trade Commissioners, 
Commercial and Diplomatic Officers overseas, for 
distribution as far as supplies permit. 

Additional copies of the supplement may be 
obtained through H.M. Stationery Office, York 
House, Kingsway, London, W.C.2, or through any 
bookseller, price 6d. 














was insufficient, so 1929 saw the erection of the Empire Hall, 
and the following year the British Industries Fair made its 
first appearance there. 

There is direct access to Addison Road Station, and the 
garage together with the car parks can accommodate over 
2,000 cars. Catering arrangements are on the same large 
scale, it being possible to serve over 5,000 meals at one 
sitting. 

Trades which will be exhibiting at Olympia include 
chemicals, pottery and glassware, scientific and optical 
instruments, brushware, chemists’ supplies, musical instru- 
ments and radio, cutlery and jewellery, office appliances, 
printing machinery, fancy goods, sports goods, stationery, 
and toys and games. The Empire section will also be 
located there. 

Castle Bromwich. A building under one roof, covering 
sixteen acres, with large areas for outdoor displays and 
parking facilities for nearly 5,000 cars, situated in grounds of 
over fifty-four acres. 

The first Engineering and Hardware Section of the British 
Industries Fair was held there in 1920 and covered an area 


of 150,000 square feet. Since then extensions have been 
made several times and the 1947 area is 700,000 square feet, 

The building adjoins the main L.M.S. line, the London- 
Chester road, and the Castle Bromwich aerodrome. 

Trade sections here will include hardware, building and 
heating, electricity, and engineering and gas equipment. 

Total attendance at all three centres during the last 
British Industries Fair was 340,871, including nearly 7,000 
overseas buyers from 77 countries. 

Interesting figures are revealed by a comparison of the 
preliminary list of exhibitors for 1947 with those for the past 
ten years. In Birmingham over 60 per cent. of present day 
exhibitors have a record of ten Fairs or more, in London 
30 per cent. have shown at each Fair since 1930. Repeatedly 
year after year the same names appear. 

Throughout, the history of the British Industries Fair has 
been one of progress. Exhibitors for 1947 exceed 3,000—a 
record for any year—and represent approximately 80 United 
Kingdom trades, conclusive evidence of industry’s support 
for a trade fair after only twenty-one months of peace. 


Nylon is New 


Everything made from nylon is new, in the sense that such 
products have never before been exhibited at a British 
Industries Fair. Nylon yarn, of course, was first produced 
in Great Britain in 1941, but during the war it was used 
entirely for war purposes, so that it was not until the autumn 
of 1945 that nylon yarn could be developed for civilian use. 

Now for the first time, nylon yarn, and the many different 
goods that can be made from it, will be shown at the British 
Industries Fair (Earls Court) on May 5. The variety of the 
products, ranging from fabrics to fishing lines, demonstrate 
how wide the development has been. Fabrics will include 
satins, plain and printed, and also voiles, marquisettes and 
mousselines: in hosiery, sample stockings in finer deniers 
than are yet available in the shops. There will be under- 
wear, rainwear and swim-suits ; hair-nets; ribbons; shoe- 
laces ; ropes and cords. For men, there will be socks, ties 
and fishing lines; for women, knitted nylon gloves and 
evening shoes made from printed nylon fabric. 

Thus at the British Industries Fair buyers will be able to 
form new ideas of the potentialities of nylon and to see its 
peace-time uses. 

The men who dropped at Arnhem jumped with nylon 
parachutes; gliders towed by nylon ropes flew to the 
re-conquest of Europe. Now we have sheer stockings, 
feather-light fabrics, men’s and women’s clothing, ropes for 
Alpine climbers. 


German Trade Secrets Shown at 
Exhibition 

The B.1.0.S. Exhibition now on tour of the main indus- 
trial cities of Great Britain and Northern Ireland is essen- 
tially the same as that opened by the President of the Board 
of Trade in London in December, 1946. 

The purpose of the British Intelligence Objectives Sub- 
Committee Exhibition is to illustrate the methods by which 
German Scientific and Technical Intelligence has been 
gathered, how it is dealt with and how B.I.0.S. Information 
Section, 37 Bryanston Square, London, W.1, can assist 
firms to locate and select reports and documents of interest 
to their branch of industry. 

In addition to the London show the Exhibition has also 
been to Bristol, Birmingham, Nottingham, Cardiff, Glasgow 
and Newcastle-upon-Tyne. It has yet to visit :— 

Sheffield (City Hall—March 31 to April 4). 

Manchester (Gas Showroom, Town Hall Extension— 

April 14 to 18). 
Belfast (Technical College—May 5 to 9). 
(All dates are inclusive.) 


Corn Prices in England and Wales 


The Ministry of Agriculture and Fisheries state that 
the average prices of British corn per cwt. jin the week 
ended March 15 were: wheat, 15s. 4d., barley, 22s. 11d., 
and oats, 17s. 4d. 
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Reports on German Industry 


HE 38 reports on German Industry published today 
cover a wide field of industrial interests ranging from 
Fruit Plant Nurseries to the German Ferro-Alloy 
Industry. This list brings the number of B.I.0.8., C.1.0.S., 


Libraries, some Chambers of Commerce, to Universities, 
Professional and Scientific Institutions and the Trade 
Associations concerned. Canadian subscribers should apply 
for these reports to :—The Liaison Office, National Research 





t F.1.A.T., etc., reports published to the grand total of Council, Ottawa. 
7 1,812. : The Evaluation Reports, at the foot of the list, are 
These British, American and other allied agency reports short preliminary accounts which have not been included 
nal may be purchased from His Majesty’s Stationery Office in their author’s more comprehensive Final Reports. 

Sales Offices in London, Edinburgh, Manchester, Cardiff B.1.0.8. Information Section, 37 Bryanston Square, 
lee and Belfast; or they may be ordered by post from The London, W.1, may be consulted with regard to all problems 
000 Cashier, H.M. Stationery Office, P.O. Box 569, London, _ relating to scientific and technical intelligence from German 
§$.E.1. They are also distributed to the Chief Public Industry. 
the as ae ae a ee car Pea eer oe ae = 
fre No. of Report. Title. Price 
don J ee eee ee OS CS ct ee OE ee a ee ee ee 
edly - FF ee ee 
= cIOS XX XITI—1 Visits to C. P. Vi (Danisch Nienhof) and Harburger Gummi- 9s. Od. (post free 93s. 3d.) 
oil waren- Fabrik Phoenix. Research in the Testing and Bonding 
: of Rubber. 

“ BIOS 449 German Medical Targets. German reports with’ abstract in 27s. 6d. ( », 288. Od.) 
English. 
BIOS 580 Reports on Tests of the Wagner Boiler Company with a Model 11s. 6d. ( » Lis. 9d.) 
Boiler. 

BIOS 658 German Photographic Industry F 8s. 6d. ( », 8s. 9d.) 
nr BIOS 690 Prevention of Atmospheric Pollution by Noxious or ‘Offensive Gases, ba. Oda ( , » 5s. 2d.) 
‘tish F umes or Dusts. 
wae BIOS 695 : : The — and Operation of German Telephone Exchange Equip- 7s. 0d. ( ,, 7s. 2d.) 

men 

= BIOS 718 ies ae Milling of Barley and Oats in Germany eae 3s. 6d. ( ,; , 3s. 8d.) 
oes BIOS 771 Specifications and Testing of Oils, Fuels and Lubrio ants in Germany 20s. 0d.( 5, 4, 20s. 5d.) 
reer BIOS 798 The German Ferro- Alloy eed ae aia ois Ae Rev 8s. 6d. ( ., , 8s. 9d.) 
‘tish BIOS 866 High Frequency Heating ae ‘8 ee se0ds( 55 » 88: 2d.) 
* the BIOS 879 Manufacture of Wool Felt, Fur ’ Felt ‘and Ve lour Hoods, Hats and 2s. Od. ( 9». 28. 2d.) 
ate Capelines in Germany. 
lude BIOS 974 Aluminia and Aluminium Production at the Lipperwerk of the 3s.0d.( ,,  ,, 3s. 2d.) 
pre Vereinigte Aluminium-W erke A.G. Luenen. 
irene BIOS 975 Alumina Production at Martinswerk Bergheim| Rhineland... Ae leGde( 3; as, 180 kG) 
an, we ~ Electro- Acoustics in Germany... ae “_ ase ace are la. Od. ( ,, 4: 18s 3) 

ART 
— BIOS 1035 Metallgesellschaft A.G. and Lurgi Bau, Frankfurt am Main. 6s. 0d. ( ,, » 6s. 2d.) 
pra Electrostatic Separation of Coal and other Minerals. 

BIOS 1067 visi me The German Protein Hydrolysis Industry. Manufacture of 2s. 6d. ( » 2s. 8d.) 
Ma tp Flavouring materials and Amino-Acid preparations. 

6 it BIOS 1072 Report on Fruit Plant Nurseries and Fruit Research Stations in 2s. 0d. (_ ,, 5 2s. 1d.) 
‘ Western Germany and the German Official 'ruit Plant Certification 

Scheme. 
in BIOS 1074 The Manufacture of :22 Rimfire Ammunition and other Products 3s. Od. ( 3 38. 2d.) 
ings by Dynamit A.G. at Nurnberg and Stadeln. 
" for BIOS 1079 Rubber Chemicals. Interrogation of Dr. Casper of I.G. Leverkusen 1s. 6d.( ,, 4, Is. 7d.) 


BIOS 1081 Silicon Tetrachloride and Related Products. Silicones, Silicic 
Esters, Finely Divided Silica ( K3). 


Design and Performance of the Steyr V.8 


Acid Sa, Gd. ( ,, 49 36. 8S.) 


BIOS 1098 Air-Cooled Automobile 9s.0d.( ,,  ,, 9s. 3d.) 





Engine. 
at BIOS 1112 Forging and Heat Treatment Technique at some Major German 6s. 6d. ( ,, » 8s. 8d.) 
Factories. 

BIOS 1121 Manufacture of Paint Driers and other Metallic Soaps in Germany 4s. 0d.( ,, 5, 4s. 2d.) 
dus: BIOS 1129 The German Accumulator Industry ... 5s. 6d. (_ ,, , 5s. 8d.) 
3sen- BIOS 1131 Report on Investigations in Germany on Slag C ements and Light- Sa0ds( 55. s¢- 68. 2a,) 
oard weight Concrete. 

BIOS 1140 Barium Compounds and Lithopone Industry in Germany ... rac 8s. 0d. ( ,, 9 Sev2d.) 
Sub: FIAT 89 Metallurgical and Industrial Developments in Magnesium ... sce «= TOCOGE ys xy “TARE 
rhich FIAT 667 Summary Report on German Automotive Engines ... eae oe 2s. 6d. ( ,, 5, 2s. 8d.) 
been FIAT 797 The Electrolytic Chlorine Plant in Hoechst on Main sis ve Ss. 6d.:( 5; » 5s. 8d.) 
tion FIAT 834 Production of Caustic Potash in Mercury Chlorine Cells ... ‘ee Is.:60.¢ 4, 19 lev Eas) 
ssist FIAT 865 Sia Papers on Television. Allin German with English prefaces... 6s. 6d. ( ,, » 6s. 8d.) 
erest FIAT 899 Unipolar Ionised Air Apparatus and Application oe sce AOROGEH y5- ay: SBN) 

BIOS MISC. 4 ae Testing of Dyestuffs, Textile Finishes and Other Chemicals for 0s. 6d.( ,, 5, Os. 7d.) 
also Toxicological Effects by I.G. Farbenindustrie A.G. 
sgow 

CLASSIFIED LIST Consolidated list under Subject headings of all Industrialists’ 0s. 6d.( ,,  ,, Os. 8d.) 

NO. 2. Reports on Germany published up to and including October 26, 
ask 1946. 
CLASSIFIED LIST November 1946 supplement to the above list ae re vin OREO Gy. cy CBCBE)) 
NO. 3. 
TECHNICAL INDEX Alphabetical Subject Index of Reports published up to and in- 5s. 0d.( ,, 4, 5a. Sd.) 
cluding July 27, 1946. 
les C.1.0.S. XX XIII-50. An Addendum to this report has libraries and Chambers of Commerce. 

been issued and is available at the Sales Offices of His German Patent Specifications, aceepted by the Berlin 
that Majesty’s Stationery Office. Patent Office during the war, can be seen at the Patent 
re Further reports, as they become available for publication, Office Library, 25 Southampton Buildings, Chancery Lane, 





will be notified in the Board of Trade Journal and will 
also then be available for reference at the principal public 


London, W.C.2. Photographic copies of any specification 
and drawings may be obtained at the rate of 6d. per page. 








432 THE BOARD OF TRADE JOURNAL 


22 March 1947 


Official Announcements 





Utility Handkerchiefs Order: A new Utility Handker- 
chiefs (Maximum Prices) Order* comes into force to-day. 

This Order replaces and consolidates the previous 
Utility Handkerchiefs Maximum Price Orders, and in 
addition to the prices and margins for existing specifica- 
tions, sets out wholesale and retail cash margins and over- 
riding maximum prices for a new specification in the range 
of men’s handkerchiefs. The maximum retail price for 
this new specification will be 9d. per handkerchief. 

* S.R. & O. 1947 No. 473, price ld., obtainable through any book- 
seller or newsagent, or direct from H.M. Stationery Office, Kingsway, 
London, W.C.2, and branches. 


* 


Utility Apparel Order: The Board of Trade have made 
the Utility Apparel (Maximum Prices and Charges) (No. 3) 
Order 1947 (a) which comes into force on Tuesday, March 25. 

This Order introduces the following Related Schedules :-— 


No. 8C ne ... Gloves 
9B = sie ... Merchant Navy Clothing 
10B — ies ... Oilskins 
11B ee ee ... Waterproofs 
12A = ism .... Nurses’ Uniforms 
14A see = ... Braces 
15B Corsets and Brassieres 


These Schedules contain retailers’ overriding maximum 
prices which take account of the reduction in retailers’ 
margins brought into effect by the Utility Apparel (Maxi- 
mum Prices and Charges) Order 1947(b). The Schedule for 
Oilskins also takes into account the increase in distributors’ 
prices which follows on the recent increase in manu- 
facturers’ prices. 

The Order consolidates earlier amendments to the main 
Order and the Table of Percentages has been slightly 
amended to make it clear that industrial hats carry the 
mark-ups appropriate to domestic and industrial overalls 
and infants’ waterproof knickers the mark-ups appropriate 
to waterproof garments. 

(a) S.R. & O. 1947 No. 467, price "| Sookseller through any 
(b) S.R. & O. 1947 No. 57 bookseller or newsagent or 
Related Schedules 106, 116, 15), +direct from H.M. Stationery 
2d. each Office, Kingsway, London, 

Sc, 9b, 12a, 14a, 1d. each jos and branches. 


* 


Utility Knitted Goods : The Board of Trade have made 
the Knitted Goods (Amendment) (No. 4) Directions 1947*, 
which bring into force Supplement No. 8 to Schedules G 
and H utility knitted goods. 

This supplement provides for the use of 56/58s quality 
yarn in a number of new specifications of men’s half hose, 
men’s, women’s and children’s outerwear, and girls’ gloves. 

* §.R. & O. 1947 No. 472, obtainable, price Id. (Supplement No. 8, 
price 2d.) through any bookseller or newsagent, or direct from H.M. 
Stationery Office, Kingsway, London, W.C.2, and branches. 


* 


Toilet Requisites (Toilet Paper) : The Board of Trade in 
consultation with the Central Price Regulation Committee 
have made an Order* revoking the Toilet Requisites 
(Maximum Prices) Order, 1942 (S.R. & O. 1942 No. 752), 
as amended by the Toilet Requisites (Maximum Prices) 
Order, 1942 (S.R. & O. 1942 No. 2374). Prices of goods 
previously controlled by this Order will now be subject 
to the provisions of the Prices of Goods Act, 1939, as 
amended. 

The Order comes into force on March 24. 

* S.R. & O. 1947 No. 474, The Toilet Requisites (Maximum Prices) 
(Revocation) Order, 1947, price ld. It is obtainable from H.M. 
Stationery Office, Kingsway, London, W.C.2, or through any news- 
acent or bookseller. 


* 


Binder Twine Reminder: The Control of Binder Twine 
(No. 5) Order, 1946, remains in force. This means that the 
acquisition of binder twine continues to be limited to 
licensed dealers and farmers and its use restricted to farmers 
solely for the following purposes: a self-binding harvesting 
machine, a trussing machine, a thatch-mat-making machine 
for making thatch for covering stacks of cereal crops and for 
binding beats of flax. 

Acquisition notes, giving details of stocks of binder 
twine held, acreage under cereal crops and undertaking to 
use binder twine only for permitted purposes, must be 


delivered by the farmer to the dealer when the binder 
twine is acquired. Acquisition note forms can be obtained 
from any licensed dealer. 

Dealers will continue to obtain binder twine under the 
licence issued by the Hemp Controller. There are suffi- 
cient stocks of binder twine for all permitted purposes, but 
strict economy in its use continues to be necessary to ensure 
a fair distribution. 

There is still a shortage of all types of twine, and farmers 
are again reminded that used binder twine should be saved 
and utilized for other agricultural purposes. 


* 
POSTAL SECTION 


Telephone Services with the Dominican Republic and 
Haiti : The Postmaster-General announces that telephone 
services are now available with the Dominican Republic 
and Haiti. 

The minimum charge for a call of three minutes’ duration 
to either of these places is £3 15s. and the Report Charge 
(where applicable), 4s. 


* 


Loss of Air Mails for the Far East: The Postmaster- 
General regrets to announce that air mails containing 
correspondence for Hong Kong, and the greater part of 
China, and also navy correspondence for Japan, posted in 
the United Kingdom on February 16 and 17 are presumed 
lost. The mails were being conveyed by an aircraft which 
has been reported missing since shortly after leaving 
Singapore on February 26. 


* 


Postal Service to Palestine : ‘The Postmaster-General 
announces that all postal services to the undermentioned 
places in Palestine have been temporarily suspended :— 

Telaviv, Petahtiqva, Ramatgan, Givaatayim, Beneiberagq, 
and that part of Jerusalem under martial law. 


* 
MISCELLANEOUS 


Purchase Tax on Radio Kits: The Commissioners of 
Customs and Excise desire to renew attention to the fact 
that the sale in parts of a wireless receiving set of the 
domestic or portable type does not affect its liability to 
Purchase Tax. Constructors’ kits of components for the 
building of wireless sets (including any loudspeaker or 
cabinet supplied therewith) are accordingly chargeable 
with tax at the rate of 33} per cent. of the wholesale value. 


* 


Importation of Gull Eggs: The Minister of Food has 
agreed with the Board of Trade to the importation of gull 
eggs from Denmark, Holland and Eire. 

Would-be importers should apply direct to the Import 
Licensing Department, Board of Trade, 189 Regent Street, 
London, W.1. Any firm which has already submitted an 
application need not make another. 


* 


Timber Economy : A memorandum on economy in the 
use of timber in all building work has been published for the 
Ministry of Works by H.M. Stationery Office (price 2d.). 
The memorandum has been drafted in consultation with 
other interested departments, and supersedes all previous 
publications on the subject in so far as the items mentioned 
are concerned. 

Underlying the restrictions laid down is the principle 
that every possible economy must be adopted through the 
scientific use of timber or alternative materials. The 
reduced maximum quantities of timber now licensed for 
new houses are given, with suggestions for meeting difficulties 
in securing adequate supplies of joists and rafters. Maximum 
sizes in which timber is to be used for joists, rafters, purlins 
and floor boards are set out in an appendix. The amounts 
of timber authorized for other forms of buildings will be 
based on the assumption that all economies included in the 
memorandum will be enforced. 

The memorandum is being circulated to all local 
authorities by the Ministry of Health, and the Department 
of Health for Scotland is to issue a document on similar 
lines. 
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Manufacturers of Utility Furniture 


HE following amendments to list of firms designated 
for the manufacture of Utility furniture are announced 
by the Board of Trade :— 


Region 1 


Ditchburns Ltd., 49 Villiers Street, Sunderland, kitchen 
cabinets, deletion ; robes, etc., additional designation. 

Northern Bedding Co., Ltd., Derwenthough, Swalwell, 
Newcastle-on-Tyne, bed chairs, additional designation. 

Co-operative Wholesale Society, Cabinet Factory, Pelaw, 
Co. Durham, bedsteads, robes, etc., sideboards and dining 
tables, dining tables (Cotswold), deletion. 

Sunderland Cabinet Works, 145 Law Street, Sunderland, 
kitchen cabinets, deletion. 

Region 4 

Boyd & Perry, Esavian Works, Stevenage, Herts, 
dining chairs (Chiltern), additional designation. 

John Hare & Sons (Norwich) Ltd., Shaves Court, Colegate, 
Norwich, bedchairs (Chiltern), deletion. 

Region 5 

D. Bianco & Sons, ‘‘ Fitzroy Works,’ 51/55 Chenis Mews, 
Tottenham Court Road, W.C.1, change of address. 

Barks Furniture Manufacturers Ltd., Vista Works, 
Howard Road, Leytonstone, E.11, change of name from 
W. H. Bark & Co., Ltd. 

The Graham Upholstery, 20 Wellclose Square, Leman 
Street, E, change of address. 


Region 6 


Chapmans of Trowbridge, Cradle Bridge Mills, Trow- 
bridge, Wilts, divans, additional designation. 

Gibbons & Tilbury, Lane End Road, Sands, High 
Wycombe, arm and fireside chairs (Chiltern), additional 
designation. 

I’. Nash & Sons, Lane End Road, Sands, High Wycombe, 
arm and fireside chairs (Chiltern), deletion. 

Parker Knoll Ltd., Temple End, High Wycombe, bed 
settees, deletion. 

Collins Furniture, 8 Dashwood Avenue, High Wycombe, 
change of address from 25 West Wycombe Road, High 
Wycombe. 

Hawkins Brothers (Contractors) Ltd., Stroudon Road, 
Bournemouth, title amended from ‘‘ Hawkins Brothers.”’ 

J. S. Howard, 483A Desborough Road, High Wycombe, 
change of address from 30 Desborough Street, HighWycombe. 


Region 7 


Bristol Cabinet Productions Ltd., 6-7 Pritchards Street, 
St. Paul’s, Bristol, 2, kitchen cabinets, deletion. 

Timber Constructions (Plymouth) Ltd., Cattedown, 
Plymouth, kitchen cabinets, deletion; wardrobes, dressing 
chests, dressing tables, tallboys (Chiltern), additional desig- 
nation. 

Region 8 

South Wales Wholesale Bedding Works Ltd., 63-65 City 
Road, Roath, Cardiff, sideboards, dining tables, bedsteads, 
arm and fireside chairs, bed chairs, settees and easy chairs, 
3 piece suites (Chiltern), setteces, easy chairs, 3 piece suites 
(Cotswold), deletion. 

Welsh Furniture Industries Ltd., Trading Estate, Bridg- 
end, Glam, change of name from Arnhem Furniture Ltd. 

Region 9 

Co-operative Wholesale Society Ltd., Belmont Row 
Works, Belmont Row, Birmingham, 4, robes, etc., bed- 
steads, sideboards, dining tables, dining chairs (Cotswold), 
additional designation. 

Leopold Cabinets Ltd., Dawer Street, Highgate, Bir- 
mingham, 12, occasional tables (Cotswold), deletion. 


Region 10 


Walmsleys Furniture Factory, 140 Manchester Road, 
Preston, sideboards and dining tables (Chiltern), additional 
designation ; kitchen cabinets, deletion. 

W. H. Farlow Ltd., Pyramid Works, Huyton Quarry, 
Nr. Liverpool, kitchen cabinets, deletion. 

Edward Fisher Ltd., St. Paul’s Road, Preston, sideboards 
and dining tables (Chiltern), deletion. 

F. Newbold & Co., Ribbleton Mills, Fitzgerald Street, 
Preston, kitchen cabinets, deletion. 

Winchester Works Ltd., Padiham, curbs, deletion. 

W. Marshall (Burnley) Ltd., St. James’ Street, Burnley, 
cancellation of designation w.e.f. October 1, 1946. 


Cyril Bernstein Ltd., Irk Mill, Oldham Road, Middleton, 
Nr. Manchester, change of address. 

Falkland Manufacturing Co., Ltd., 35 Sefton Street, 
Liverpool, 8, change of address. 

L. B. Stubbs Ltd., Millbrook Cabinet Works, Millbrook, 
Stalybridge, Cheshire, change of name from ‘‘ Stubbs 
Bros.”’ 

Region 11 

East Bros., Lochee Cabinet Factory, Dundee, bedchairs, 
deletion. 

Lord Roberts Memorial Workshops, 65 Meadowside, 
Dundee, arm chairs, fireside chairs (Chiltern), deletion. 

Alexander Louis & Co., Ltd., 54 John Knox Street, 
Glasgow, C.4, designation cancelled w.e.f. October 1, 1946. 

L. Radnor, Maitland Upholstery Works, 11 Maitland 
Street, Glasgow, C.4, designation cancelled w.e.f. January 1, 
1947. 

Robert S. Kay & Co., Muirend Avenue, Cathcart, Glasgow, 
S.4, change of address. 


Firms Designated for Assembly of 
Imported Furniture 

Ross & Co. (Liverpool) Ltd., 95-97 Kempston Street, 
Liverpool, 3. (Furniture imported from Canada.) 

W. H. Farlow Ltd., Pyramid Works, Huyton Quarry, 
Liverpool. (Furniture imported from Finland and Canada.) 

Elkay Furniture Products, Kaymer Street, Phillips 
Park Road, Manchester. (Canada.) 

Epsom Cabinet Works, Albert Mills, Green Lane, Hey- 
wood. (Finland and Canada.) 

Sragowitz & Gilman, 45/49 Surrey Street, Glasgow, C.5. 
(Finland and Canada.) 

Earnshaw Bros. & Booth, Central Mill, Burnley. (Finland 
and Canada.) 

Freedlands Ltd., Tenax Road, Trafford Park, Manchester, 
7. (Canada.) 

Yeo. Bros. Paull & Co., North Street, Martock, Somerset. 
(Canada.) 

A. J. Buckingham Ltd., 20-24 Norton Street, Liverpool, 3. 
(Finland and Canada.) 

D. MacDonald & Bros., 72 North Hanover Street, 
Glasgow, C.1. (Finland and Canada.) 

M. Ross Ltd., 20 Soho Street, Liverpool. (Canada.) 

A.B.C. Production Co., Dean Street, Waterloo, Liverpool, 
22. (Finland.) 

Hancock & Lant Ltd., Millsands, Bridge Street, Sheffield. 
(Canada.) 

R. L. Rae Ltd., Steads Place, Edinburgh, 6. (Finland and 
Canada.) 

Klug & Sons Ltd., Whitmore Road, Shoreditch. (Canada.) 

S. Baker, 40 Church Street, Croydon, Surrey. (Finland 
and Canada.) 

Victor Lightman Ltd., Globe Cabinet Works, Hunslet 
Road, Leeds. 10. (Canada.) 

A. Bradman, 61 High Road, S. Tottenham, N.15. (Canada.) 

Rhydwen Jones & Davis, Queen Street, Rhyl, N. Wales. 
(Czechoslovakia...) 

Cavendish House, The Promenade, Cheltenham. (Czecho- 
slovakia.) 


Cotswold and Chiltern 


Following are the latest additions to the list of firms 
designated for production of ‘‘Cotswold”’ and ‘‘ Chiltern ”’ 
Utility furniture :— 

H. Brenner & Sons Ltd., 102/105, Virginia Road, Shore- 
ditch, E.2, sideboards and dining tables (Chiltern). 

S. J. Alan (Furniture) Ltd., Kleys Estate, Angel Road, 
Edmonton, E.6, wardrobes, dressing tables, dressing chests, 
tallboys (Cotswold); wardrobes, dressing tables, dressing 
chests, tallboys (Chiltern). 

Philip Rose Ltd., Primrose Works, Stour Road, Old 
Ford, K.4, wardrobes, dressing tables, dressing chests, 
tallboys (Cotswold). 

Palmer (Cardiff) 1945 Ltd., Atlas Road, Cardiff, settees 
and easy chairs (3-piece suites) (Chiltern). 

W. W. Palmer Ltd., 234A Cowbridge Road, Cardiff, arm 
chairs, fireside chairs, bed chairs, easy chairs and settees 
(3-piece suites) (Chiltern); easy chairs and settees (3-piece 
suites) (Cotswold). 

T. Daugherty Ltd., Kirby Trading Estate, Kirby, Lancs, 
dining chairs (Chiltern). 

Beaver & Tapley Ltd., Scotts Road, Southall, Middlesex, 
occasional tables, book shelves (Chiltern). 
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TRADE SECTION 





Switzerland and 


United Kingdom 


Exports 


The following article has been writien for the Board of Trade Journal by the Counsellor (Commercial) 


at Berne. 


The Export Promotion Department, 35 Old Queen Street, London, S.W.1, will be pleased 


to answer any enquiries arising out of this article. 


ULL employment for all classes of workers, record 

expansion of industrial production, brisk home market, 

highly favourable financial balances in commercial 
relations with other countries, liquid money market and 
over 100 per cent. gold cover for «urrency, unprecedented 
traffic returns by air and rail—such are the outstanding 
aspects of what might appear to be the economic Utopia 
of Switzerland to-day. But that is onlv one side of the 
picture. On the other are many thorny problems to be 
solved which are to be attributed to abnormal post-war 
conditions. 

If Switzerland in isolation has escaped the material and 
human devastation of warfare, the adjustment of industry 
and trade from a large measure of autarky, enforced upon 
the country in the past few years, is by no means a simple 
internal affair. It is extremely involved owing to her 
inevitable and close inter-relationship with international 
finance and commerce. 

The relatively small cog-wheel of Swiss economy must 
be synchronized to the rhythm of the great world economic 
machine. A clear indication of this was afforded by the 
violent oscillations which the recent abrupt fluctuations 
in Wall Street created on the Swiss Stock Exchange, even 
in local industrial shares at present yielding a high dividend 
return. But let us cast a brief glimpse backwards to 
pre-war Switzerland in order to note, by contrast, the 
effect of war-time conditions upon her. 


Economic Balance 


In the later ’thirties when the effects of the world 
depression of 1931 and following years had begun to 
weaken, the economic structure of Switzerland was very 
delicately balanced, the country’s requirements of essential 
raw materials (coal, oil, iron and steel, non-ferrous metals, 
textiles) and food- and feeding-stuffs (cereals, sugar, 
oilcake) being none too easily paid for in exports of watches 
and clocks, machinery, instruments of precision, and the 
yield of the tourist industry. The balance of trade was, 
in fact, a source of constant pre-occupation to the Adminis- 
tration of the country. 

With the advent of war Switzerland, although not a 
belligerent, was nevertheless entirely encircled by the 
warring nations as the result of her geographic position 
between the Axis countries and France, and this blockaded 
situation forced upon her the adoption of as full a system 
of controls of supplies of every kind as if she had been at 
war. Consequently, throughout the war period the Swiss 
economy was not dissimilar from that of the United King- 
dom, exports and imports being entirely controlled under a 
system of licences, activities within the country being 
entirely subordinated to the needs of the defence authorities, 
strict rationing of food, fuel, and many other commodities 
being imposed, and the national life resembling to all 
intents and purposes that in a beleaguered fortress. 

On the cessation of hostilities in Europe the precious 
reserves of food, fuel and industrial raw materials, carefully 
husbanded in Switzerland, were practically at an end. The 
Allied economic agreement with this country in March 
1945 had provided, however, for access to a fair share of 
available world supplies, according to the pressing require- 
ments of each country. Transport difficulties impeded the 
refilling of stocks for many months so that foreign trade 
figures in the first nine months of 1945 were low. 

From that time onwards every effort continued to be 
made to replenish reserves as soon as food, fuel, and raw 
materials became easier to obtain. In parallel with the 
gradual improvement in basic supplies throughout the 
world, the Swiss authorities showed remarkable initiative 
in providing other countries with financial accommodation 
to resume commercial exchanges for a limited period, and 
in concentrating upon deliveries essential to industrial 
production. On the other hand, the world-wide demand 
for Swiss products seemed insatiable, and in some fields of 


industry resulted in unprecedented export figures, especially 
as prices were not subject to regulation by price control 
as in the home market. 


Import Demand 

After being deprived of many kinds of foreign imports 
for six years, there was also a heavy demand to be met in the 
home market for both consumer and capital goods. With 
Germany, the traditional main supplier, out of action, 
replacements had to be found as far as possible at home and 
abroad. (Details of German exports to Switzerland in 
1938, 1939 and 1943 are to be found on page 504 of the 
Board of Trade Journal of October 6, 19465.) 

Imports of finished goods, however, began slowly, a 
mere trickle, thus giving all the more incentive to Swiss 
manufacturers to meet a pressing need. To-day the supply 
of foodstuffs, raw materials, and finished goods from 
abroad remains inadequate for current requirements, while 
prices of local products to fill the gap are generally high and 
continue to show an upward trend. It is estimated that 
Swiss deliveries to the home market to-day find employ- 
ment for half a million workers more than in the boom 
year of 1929. 

The volume of retail sales is approximately double the 
pre-war level due to the extraordinary earnings of Swiss 
workers and the keen purchases of foreign visitors. Ration- 
ing of consumer goods still applies to breadstuffs, meat, 
fats, milk, butter, cheese, jam, sugar and soap. The 
food eaten by the average Swiss citizen to-day is equivalent 
to 2,300 calories. 

Mention should be made of agriculture which during the 
war placed under cultivation over 900,000 acres as against 
500,000 in 1939. The post-war target is about 750,000 
acres. The index of agricultural prices is almost 100 per 
cent. higher than before the war. 

In the past few years the farm labour problem has been 
solved largely by an admixture of voluntary and com- 
pulsory labour service and by intensive mechanization. 
The number of tractors in use is given as 25,000, compared 
with 1,000 in 1939. The great advantages in wages and 
working conditions offered by manufacturing industries 
may now jeopardize the flow of workers towards the farm, 
the more so as the compulsory direction of labour towards 
agriculture has recently been abandoned. 


Labour Agreements 


All available labour has been mobilized, or enticed from 
other fields, by those industries best situated to offer 
attractive remuneration. Many collective wage agreements 
have been concluded assuring minimum rates, holidays 
with pay, and improved welfare grants. They have not, 
however, prevented occasional strikes and constant agita- 
tion for a greater share of exceptional industrial profits. 
The general wage index stands at 164 (September 1939 
= 100), as against a corresponding index of 154 for the 
cost of living ; 30,000 workers have been brought into the 
country since January 1946, especially for the building, 
textile, and leather industries, which have lost hands to 
the watchmaking, chemical, and engineering trades. 
Shortage of labour, estimated at about 100,000 workers, 
is the decisive factor against increased manufacturing 
activities. 

Industrial output reached a record in September 1946, 
the latest figure available. The number of industrial 
concerns was 64 per cent. above that of September 1939. 
The index of production was highest in several branches of 
the textile industry (silk, rayon, embroidery), clothing, 
metals, engineering, wood-working, printing and watch- 
making. The expansion of electricity by 35 per cent. 
since 1939 has done much to alleviate the difficulties 
arising from shortage of coal. New industrial investment 
is estimated to be in excess of what may be regarded as 
reasonable to meet normal requirements. Nevertheless, 
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delivery dates are long and in some cases are ceasing to be 
competitive in foreign markets. 

To a great extent industry possesses adequate funds or 
bank credits for additional installations. The money 
market is influenced mainly by public loans and seasonal 
trade requirements. The average rate of interest on 
Federal bonds is about 3 per cent. At the end of November 
the note circulation was 3,898. million frances, the highest 
amount on record, while holdings of the National Bank in 
gold and foreign exchange were 5,068 million francs. In 
addition, about 700 million francs in gold was held by the 
Confederation and 1,000 million francs in gold and gold 
coins have been sold to members of the public. In spite of 
the industrial boom, with its attendant crop of heavy 
taxation, the Federal and several Cantonal budgets for 
1947 show a deficit. 

For some time public opinion has called for official 
intervention to guard against economic disequilibrium and 
inflationary developments. The outstanding recom- 
mendations advanced have included retrenchment in 
public expenditure, revaluation of Swiss currency, fostering 
of imports, and steps to prevent excessive exports. Striking 
cuts have been made to reduce the deficit of the Federal 
budget for 1947. Proposals to increase the value of the 
Swiss franc have so far been rejected on the grounds that 
Switzerland is dependent on exports and tourism, apart 
from the losses which would be incurred on substantial 
Swiss assets abroad. While imports are to be generally 
encouraged, the issue of export licences is being curtailed, 
although not so far as to interfere with the limits imposed 
by various bilateral commercial agreements. Close atten- 
tion is being paid to the direction of foreign trade into 
channels most beneficial to Swiss interests, both short and 
long term. Goods, not gold, are the immediate require- 
ments of Switzerland. Import quotas exist, however, for 
some classes of goods and protective customs duties have 
recently been levied on finished tobacco, cigarettes and 
cigars, and on certain bicycle parts. 

Since the end of the war in Europe, Switzerland has 
granted about 1,000 million francs in credits to other 
countries to enable the resumption of trade, but only 
part of this amount has so far been utilized. The revival 
attending this policy may be seen from the following 
table : 





Foreign Trade 

nn nn | 
Period acca aa 
| IMPORTS 
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| Thous. | Million | Thous, | Million 


tons franes | tons frances 
1938 Monthly average | 6615 134 51 | i10 
1945 ee 122 | 102 | 15 | 123 
1946 October eee 483 | 304 ol | 269 
i946 November ; kee 50] | 331 48 268 
1945 January-November 1,095 | 963 | 157 | 1,307 
1946 January—November .. 4,906 | 3,055 453 } 2,412 


In November 1946, the index of import prices was 235 
(1938 = 100), for finished goods only 200. The export 
price index as a whole was 252, including finished goods 261. 

The distribution of trade in 1938 and the eleven months 
ended November, 1946, was as under :— 
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France... ws |, 220 14-3} 10-4] 121 | 253-9] 9-2 | 10-5 
Italy ... rom ee if 7:3) 6-5] O91 1132-8] 6-9] 5:5 
Belgium sss. | «69 $3} 9-2] 42 | 238-3] 3-2) 9-9 
Netherlands ... 56 3°53] 2:21 62] 97-1] 4:7] 4:0 

United Kingdom | 95 59| 5-8] 148 | 49-7] 11-2] 2-1 
Spain . me 5 0-3) 2-5 5 | 93-4] 0-4] 3-9 
Portugal ae 0-3) 1-9 8 | 57:7| 0-6) 2-4 
Sweden wi |} 12) 43] 2912170] 3-1] 9-0 
Czechoslovakia | 57 | $6 4-7 44 | 76-6 3°31 3-2 
Turkey .| 6 0-4| 19] 4] 30-0] 0-3) 1-2 
Canada ca Be 15] 3:1] 15] 36-2] 1-3 | 1-5 
United States... | 125 7816-0) 91 | 415-9) 6-9 | 17:2 
Brazil ... ee ee 0-7| 2-1] 17) 79-6] 1:3] 3-3 
Argentina... | 58 3-6) 7-7] 36 | 87:3| 2-7] 3-6 

| | 





For the first nine months of 1946, imports from overseas 
showed a greater improvement than from European 
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countries, as compared with 1945. On the other hand, 
exports within Europe made much more progress than in 
the overseas markets; chiefly due to the elimination of 
Germany, total Swiss exports to European countries 
dropped, nevertheless, from 72 per cent. in 1938 to 56 per 
cent. of the total this year up to and including September. 

Under the Anglo-Swiss Monetary Agreement of March 
1946, the Swiss National Bank agreed to hold sterling 
within certain limits, but this did not diminish the need to 
increase United Kingdom exports to Switzerland. In 
view of the heavy demands made by tourist traffic and by 
other territories of the sterling area on the funds of the 
Agreement, discussions took place in November for the 
purpose of keeping tourist traffic and tourist expenditure 
within reasonable limits and of rectifying the disequilibrium 
caused in the balance of payments between Switzerland 
and the sterling area. 


Trade with United Kingdom 


In analysing the statistics of Anglo-Swiss trade in the 
above table, it is found that exports of United Kingdom 
goods to Switzerland in 1938, if re-exports of gold, nickel, 
sugar, etc., are excluded, amounted to only about 75 million 
francs. Again, they included coal and coke (9-5 million 
francs) and large deliveries of textiles (22 million francs) 
which to-day are not yet available. Even allowing for a 
considerable rise in prices, the volume of United Kingdom 
exports to Switzerland thus shows a steady improvement 
with a growing tendency towards additional finished goods. 
If the proportion of United Kingdom exports in the total 
of Swiss imports has undergone no improvement, it should 
also be borne in mind that the latter, as a monthly average, 
increased in value by over 100 per cent., and that the 
present result was achieved by United Kingdom industry 
only thanks to an outstanding effort in view of the great 
handicap with which they were faced, to convert production 
from a war to a peace-time basis. 

As an indication of the interest recently displayed in 
the Swiss market, it may be mentioned that some 900 
United Kingdom firms are now represented in Switzerland, 
and notifications of the appointment of new agents continue 
to be frequently received. Among the exports to this 
country which have been heavily increased this year, 
compared with 1938, are motor cars, 12 times, chemicals 
9 times, machinery 2} times, non-ferrous metals 3 times, 
and miscellaneous products 4 times, (see Accounts relating 
to Trade and Navigation of the United Kingdom, 
September 1946). 

The above survey of economic conditions in Switzerland, 
and particularly the necessity to maintain an equilibrium 
under the Anglo-Swiss Monetary Agreement, should serve 
to emphasize the general interest manifested in fostering 
deliveries from the United Kingdom to this country. 
Suppliers are being repeatedly requested for many kinds of 
goods ; recent enquiries have included iron and steel semi- 
manufactures, non-ferrous metals, tools, machine tools and 
special machines, industrial chemicals, food and beverage 
specialities, pottery, glassware, cutlery, cotton, woollen, 
and linen yarns and tissues, hosiery, clothing, men’s foot- 
wear, paper, rubber goods, domestic apparatus, and hard- 
ware. There is a definite demand not only for additional 
food, fuel, raw materials, and staple articles, but also for 
those kinds of goods compatible with the needs of a highly 
cultured people who are constantly striving to improve 
the standard of living and who place great value on reliable 
and high quality goods. 

Ceaseless efforts are being made by other countries to 
secure a larger share of the Swiss market. It is, therefore, 
strongly recommended that the United Kingdom manu- 
facturer who is in a position to provide supplies for Switzer- 
land should investigate marketing prospects on the spot, 
where he will be given every assistance by the Commercial 
Department -of the Legation in Berne, H.M. Consular 
Officers at Zurich, Basle, and Geneva, and the British 
Chamber of Commerce for Switzerland at Basle. The 
position is highly favourable for the establishment of 
sound business connections which merit every endeavour 
on the part of the United Kingdom manufacturer and 
which will constitute additional and valuable support in 
the consolidation of Anglo-Swiss economic relations. 


Save for 
Prosperity 


INVEST YOUR SAVINGS IN NATIONAL SAVINGS CERTIFICATES, 
DEFENCE SONDS. POST OFFICE AND TRUSTEE SAVINGS BANKS 


NN ed 6 the National Savings Commitee rrr 
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Opportunities for U.K. Exporters in the 
Brazilian Textile Industry 


The following article is based mainly on information furnished by His Majesty’s Consul General at 


Sao Paulo. 


The Export Promotion Department, 35 Old Queen Street, London, S.W.1, will be pleased 


to answer any queries arising out of this article. 


HE cotton textile industry of Brazil, in which about 

5,128 million cruzeiros have been invested, is by 

far the greatest and most important industry 
established in the country. Although dispersed amongst 
practically all the Federated States it is concentrated 
chiefly in the States of Sao Paulo, the Federal District, 
Minas Gerais, Pernambuco and Rio de Janeiro. 

Brazil may be described as offering ideal conditions for 
the operation of a cotton textile industry. Her population 
is large, her standard of living comparatively low, and her 
climate warm, nature has provided her with large areas of 
land suitable for the production of cotton and numerous 
rivers for the provision of power, whilst successive Brazilian 
administrations have shown an eager willingness to provide 
any desired protection through the tariff; with these 
factors to assist them, Brazilian manufacturers have built 
up a large and prosperous cotton textile industry. 


Factories and Workers 


There are to-day in Brazil 441 spinning and weaving 
factories, having 3,070,794 spindles and 97,061 looms, which 
give employment to 234,345 workers. Of this total there 
are in Sao Paulo 215 factories having 35-8 per cent. of the 
spindles, 32 per cent. of the looms, and 41 per cent. of the 
workers. In the Federal District there are only 15 per 
cent. of the total number of factories, but they possess 
18-2 per cent. of the spindles, 14-4 per cent. of the looms, and 
13 per cent. of the workers. In Minas Gerais 60 factories 
possess 11-3 per cent. of the spindles, 12-4 per cent. of the 
looms, and 11-6 per cent. of the workers. In Pernambuco 
there are only 14 factories with about 6-6 per cent. of the 
spindles, but with 11-6 per cent. of the looms and 12-7 
per cent. of the workers. In the State of Rio de Janeiro 
there are 15 factories with 9-4 per cent. of the spindles, 9 per 
cent. of the looms, and 7-8 per cent. of the workers. It 
will thus be seen that in these five States there are concen- 
trated not less than 2,501,632 spindles and 77,226 looms 
managed by 202,167 workers or 86 per cent. of the textile 
workers of the whole country. If the workpeople in other 
textile industries are included, i.e., silk, rayon, wool, jute 
and other fibres, the total number is 400,000 workers. 
Further, if an average family is reckoned as four persons, 
then 1,600,000 Brazilians are directly dependent on the 
textile industry. In this connection it is interesting to note 
that textile operatives represent at least 25 per cent. of 
the total labour force of Brazil. 

In Brazil each mill is normally a self-contained unit 
carrying out under the one roof ali the processes necessary 
to convert a bale of cotton into a finished piece of cloth. 
Mills which confine their activities to spinning or to weaving 
exist, but this is not the general rule. 

All spinning in Brazil is on ring frames. The greater 
part of production is coarse cloth, and this is particularly 
true of the mills from Bahia north; few of these mills 
spin counts of better than 20’s, and only two undertakings 
in this area have calico-printing departments. <A large 
part of the cloth produced in the State of Pernambuco is 
sugar-sacking, while a certain proportion of the northern 
output of yarn is used for hammock-making. 

There are a few mills in Minas Gerais producing light- 
weight cloths and having calico-printing facilities, but the 
greater part of the production of better quality textiles 
comes from Rio de Janeiro and Sao Paulo. 


Production and Consumption 


Present local production of textiles is reckoned at 1,200 
million metres. Internal consumption varies between 
900 million and 1,000 million metres. Consequently about 
20 per cent. of production is considered ‘‘superfluous ”’ and 
is exported. On the other hand, another source reckons 
that, assuming a total population of only 40 millions, the 
above mentioned figure for internal consumption gives a 
per capita consumption basis of only 25 metres, whilst a 


decent standard of living requires a consumption of at ieast 
45 metres per person annually, and thus the following 
state of affairs is arrived at :— 

metres 


Annual requirements 1,800,000,000 


National production... 1,250,000,000 
Less Annual exports... 


250,000,000 
pe SESE 1,000,000,000 


Annual demand not satisfied 800,000,000 

As regards woollen textiles (not including knitted wools) 
the position is as follows :— 

There are approximately 86 spinning and weaving factories 
of which 63 are in the State of Sao Paulo, and 10 in the 
Federal District, employing a total of 14,058 operatives. 
These factories have between them 107,740 spindles and 
3,441 looms, of which Sao Paulo has 55-9 per cent. of the 
spindles and 54 per cent. of the looms. 

The annual production of yarn is 7,424,800 kilos, of 
which 5,564,776 is produced in Sao Paulo, whilst the annual 
production of woollen textiles amounts to 13,079,281 metres. 
Consumption of local and foreign wool, 12,036,029 kilos, 
woollen yarns and mixed yarns, 7,672,948 kilos. 

Below is a translation of an article in the Estado de Sao 
Paulo, of November 8, 1946, regarding this question of the 
exportation of Brazilian textiles :— 

‘*The textile industry represents the most important 
element of our industrial capacity. During the last few 
years, it achieved substantial results in the export field. 
It therefore seems appropriate to show the development 
of the export of cotton goods during the last few decades 
and more especially the last few years. 

‘* During the first world war, the export of cotton 
goods did not show any prominence in the general pattern 
of our foreign trade. Again, during the two following 
decades, the percentage of the export of this class of 
goods in our total exports never exceeded 0°3 per cent. 

‘* This situation was altered only as a consequence of 
the disturbance of international trade resulting from the 
entry of the U.S.A. and Japan into the war. The 
following table shows the volume of exports of cotton 
goods in tons, and also the percentages of the values of 
these exports in proportion to total exports :— 





| Per cent. of total 


Years Tons value 
1939... we 1,982 | 0.52 
1940 = bi | 3,958 | 1.37 
1941 9,238 3.10 
1942 25,539 10.63 
1943 } 26,434 12.65 
1944 a3 | 20,070 9.75 
1945 _— wae | 24,246 11.45 





‘*It was only from 1942 that our exports of cotton 
goods played a prominent part in our trade balance. 
The mean value per ton was in 1939 Cr.dol.14,829 and in 
1945 Cr.dol.57,607, an undoubtedly considerable increase. 
In 1945, the export of cotton goods amounted to 
Cr.dol.1,396,761,804. 

‘““The following table shows the exporting ports, 
quantities in tons and value f.o.b. :— 





Shipping ports | Tons °000 Cruzeiros 
Rio de Janeiro... | 17,801 | 1,056,631 
Santos and Sao Paulo} 

(airport) ... — 5,666 i 296,112 
Recife — i 564 | 32,542 





‘*The prominent position of Rio de Janeiro is eon- 
spicuous, as well as the small importance of Reeife. 
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Other shipping ports, such as Belem, Salvador and Itajai 
are not even worth mentioning. The following figures 
show the position of the different continents within 
the general pattern of the total movement of our exports 
of cotton goods. The period covered is that of the first 
eight months of each year :— 





Value F.O.B. Brazil in ’000 Cruzeiros 


January—August 


Total value 864,702 662,113 


‘* The decrease in the value of our exports is explained 
in great part by the restrictions imposed by the Federal 
Government in order to protect the interests of the home 
markets. The pros and cons of this measure, as well as 
the doubtful efficiency of the control, have already been 
mentioned. But the decrease in value of our exports of 
cotton goods originated not only from the limitation of 
exports, but also from the fact that the mean value per 
ton went down from Cr.dol.56,239 to Cr.dol.50,773, 
one of the first signs of growing competition in the 
international field. Unfortunately, home consumers did 
not benefit by this circumstance, whilst the prices of 
Brazilian cotton goods were going down in Argentina and 
other foreign markets for our goods. Indeed the com- 
petition for the world market is steadily growing sharper. 
Japanese exports are beginning to regain some small 
part of their old markets. European industry is also 
daily increasing its influence. The damage sustained by 
the textile industry in Europe during the war was less 
than was thought at first. On an average, the loss of 
productive capacity did not go beyond 18 per cent. In 
Belgium, the loss in productivity of the cotton spinning 
and weaving mills was less than 5 per cent., in Czecho- 
slovakia about 10 per cent. Relative to the possibilities 
of consumption of cotton, the capacity of French mills 
decreased 16 per cent. In Italy, the devastations lowered 
the capacity of the textile mills by some 5 per cent. 
There, the shortage of electric power is a much more 
serious impediment. In the western zones of Germany, 
the decrease of productive capacity goes up to 30 .per 
cent. In the Occupation Zones there is, however, 
co-operation between the various authorities with a view 
to reorganizing to some extent the textile industry. 

‘* All these facts tend to show that the competition for 
the world markets will steadily grow more serious. In 
order to retain part of our foreign markets, our industry 
certainly will have to lower export prices to a very sub- 
stantial degree. Even so, some setbacks are likely. It 
would therefore be a broad and long-range policy to 
develop whilst there is time the possibilities of the home 
market by means of a drop in prices. In our view, it 
would not only be fair, but also wise to offer to national 
consumers the same reductions in prices which will 
become unavoidable in the struggle for foreign markets. 
We are quite aware that it means, in great part, a decrease 
in the commercial margin.” 


1945 1946 
Africa North and | | 
Central ... A 122,518 163,288 
America a 91,644. | 11,464 
South America 586,277 | 324,874 
Asia... 24. 44.8 fee 
Europe | 39,815 | 59,229 
é 











International Shipping 


Offices at Belfast, Birmingham, Bradford, Bristol, Dublin, 
Dundee, Glasgow, Goole, Hanley, Harwich, Hull, Leicester, 
Leith, Liverpool, Manchester, Newcastle, Nottingham, 
Sheffield, Southampton, Stockton. Airport offices of Lep 


Air Services Ltd., at Heathrow, Northolt, Croydon, Gatwick 
and Speke. 


KYO 


TRANSPORT 


WORLD -wroe Moacanisa TION 








SUNLIGHT WHARF, UPPER THAMES ST., LONDON, E.C.4. 
Lep Transport Ltd. (Tel.: Central 5050, 20 Lines) 
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As regards exports of cotton yarns and other textiles 
these are as follows :— 























Kilos Cruzeiros 
Yarns for embroidery, crochet, 
tricot, sewing threads— 
1943... 311,857 15,719,829 
1944... 149,130 5,572,517 
1945... 195,828 7,248,171 
Cotton weaving yarns— 
ts te ee 2,270,361 49,720,520 
1944... 3,460,673 | 107,102,692 
1945... 2,969,730 91,766,461 
| 
Woollen piece goods— 
1943... J 212,899 25,019,000 
1944... ee es 67,341 9,053,000 
1945... fav ma vee | 222,622 36,364,000 
Silk fabrics | 
1943... an a =< 18,302 | 4,899,000 
1944... BY oe 10,550 =| 5,908,823 
1945... ‘ace dike por 30,821 | 28,061,900 
Artificial silk fabrics— | 
943... iA mie - 83,393 | 14,291,000 
1944... bia dea sae} 78,195 15,780,000 
1945... ey with Neel 181,971 34,504,000 





As regards imports of cotton goods, Brazil’s foreign 
purchases immediately preceding the war were at the rate 
of some 600 tons, worth upwards of £200,000 annually. 
The following is an analysis of imports in 1938 :— 











| 
Description | Weight | Value | Main supplying countries 
| tons £ ‘ 
Dyed goods Bee 73°6 46,030 | U.K., £20,730; Italy, £6,754 ; 
Switzerland, £6,663. 
Velvets... ets 46-0 22,585 | Germany, £9,175; Japan, 
£3,331; Italy, £3,261. 
Printed goods ... 19:3 14,094 | U.K., £4,907; Switzerland, 
£4,570; U.S.A., £2,714. 
Bleached goods 22-0 15,544 | Switzerland, £8,828; U.K., 
| £3,909. 
Unbleached goods 2-0 1,415 | Switzerland, £1,148. 
Canvas... sss | ZISO 36,910 | U.S.A., £23,410; U.K., 
£13,480. 
Linings ... 2:8 2,482 | Germany, £1,589 ; U.K., £673 
Bookcloth — 11-2 2,842 | Germany, £2,367. 
Insulating tape 60°9 9,176 | U.S.A.. £5,391 ; U.K., £1,496. 
Unclassified piece 
goods... ote 24-3 15,080 | Germany, £5,340; U.K., 
£2,935; U.S.A., £1,612. 
Braid, etc. ov 3-4 4,663 | Germany, £1,729; France, 
£1,659. 
Ties ida , 3 2,018 | U.K., £2,018. 


= 1 
Wearing apparel 76 11,970 | U.S.A., £8,097. 


Articles for per- 


sonal use -... 8-5 15,360 | Germany, £4,524; U.K., 
£4,512, 

Articles for do- 

mestic use... 3:0 4,304 | France, £2,250; Germany, 
£858. 

Oilcloth ae 46-2 11,460 | U.S.A., £6,804; Germany, 
£3,944, 

Machinery 

accessories ... 24-0 10,410 | U.K., £6,174; Germany, 
£1,950. 

Spinning yarns... | 85-9 |390,150 | U.K., £372,300; France, 
£19,500. 

Sewing thread ... 3:0 32,410 | U.K.,£26,980; France, £3,387. 














Under the commercial agreement between Brazil and 
Argentina signed in Buenos Aires on November 29, 1946, 
Brazil undertakes, among other things, to sell to Argentina 
60 million linear metres of textiles in 1947, 80 million in 
1948 and 100 million metres yearly between 1949 and 1951. 
Selling prices will presumably be those ruling on world 
markets at the time of sale. 

Argentina undertakes to deliver to Brazil under this 
agreement 5,000 tons of raw wool during a period of five 
years. 

As regards commercial agreements with other South 
American countries, according to the Chilean Government 
newspaper, La Nacion, an offer was received from the 
Brazilian Government, towards the end of 1946, to supply 
Chile with 20,000,000 metres of cotton textiles with delivery 
to be spread over six years. The offer provided principally 
for the supply of osnaburgs (extensively used for the 
manufacture of flour sacks), calico, popular priced sheetings 
and dress goods. 
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Malayan Rubber Statistics 
for 1946 


HE total quantity of rubber produced .in Malayan 

estates and small-holdings in 1946 was 403,207 dry 

tons, of which 173,515 tons came from estates and the 
balance, 229,692 tons, from small-holdings, states the 
Malayan Union Government in London. The rubber was 
distributed as follows :—Perak, 32,084 tons; Selangor, 
33,198 tons; Negri Sembilan, 22,795 tons; Pahang, 
11,413 tons; Penang and Port Wellesley, 3,079 tons; 
Malacca, 11,283 tons; Johore, 31,450 tons; Kedah, 
25,167 tons; Kelantan, 2,300 tons; Trengganu, 584 tons ; 
and Perlis, 162 tons. 

Rubber Imports : During 

34,327 long tons, of which Sumatra supplied 2 
Burma, 1,150 tons; and Siam, 9,316 tons. 
rubber imports are as under :— 


1946 imports of rubber totalled 
23,861 tons ; 
Details of the 





Dry rubber Wet rubber 
Country of Origin = |— - j oe 
Dry | Serap 
Smoked |unsmoked | Wet | lump and 
| sheet sheet | sheet | bark 
Sumatra 21,819 17 | 2,024 | 1 
Burma 1,t11 . | 39 - 
Siam | 8,928 212 | 128 | 48 
} 
Total ... | 31,858 229 | 191 | 49 
= | 





Rubber Exports : - Exports of all "gre rades of rubber in 
1946 totalled 305,840 long tons, of which 305,646 tons was 
sheet and crepe, and 194 tons latex, concentrated latex and 
revertex (dry rubber content). The chief destinations of 
the sheet and crepe rubber were the United Kingdom, 
89,388 tons; Canada, 23,714 tons; Australia, 2,683 tons ; 
New Zealand, 55 tons; Belgium, 51 tons; Cuba, 75 tons; 
Italy, 375 tons; Finland, 200 tons; Denmark, 1,673 tons ; 
Norway, 814 tons; Sweden, 3,055 tons; Mexico, 2,600 
tons ; Spain, 550 tons; the United States, 103,635 tons ; 
Argentina, 5,613 tons; Hong Kong, 133 tons; China, 
1,194 tons ; the Union of South Africa, 6,245 tons ; Czecho- 
slovakia, 750 tons; Switzerland, 174 tons; and ‘‘destina- 
tions unknown,”’ 62,669 tons. 
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THE CHARTERED BANK OF INDIA, AUSTRALIA 
; AND CHINA provides a complete banking service, 
¢| backed by practically a century’s first-hand ex- 
) perience of Asiatic economic conditions, for every 
»| financial operation connected with TRADE, INVEST- 
‘ MENT AND TRAVEL IN THE EAST. The Bank’s 
, branch system, under British management directed 
; from London, extends throughout 
] 
; INDIA CHINA +* MALAYAN UNION 
? BURMA CEYLON STRAITS SETTLEMENTS 


INDONESIA 
‘ BRITISH NORTH BORNEO 


THE PHILIPPINE COMMONWEALTH 


SIAM SARAWAK 


, Merchants and Manufacturers planning to establish, 
renew or extend business relations with the East 
| Wwould be well advised to consult the Managers in 
| London or Manchester. 


) THE CHARTERED BANK 

OF INDIA, AUSTRALIA AND CHINA 
] (Incorporated by Royal Charter 1853) 

HEAD OFFICE: 38 a LONDON, E.C.2 


West End (London) Branch 
28, Charles II Street, 
London, 8.W.1 § 


] Manchester Branch 
] 62, Mosley Street, 
Manchester, 2 





Associated Bank in India — The Allahabad Bank Limited 
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Kenya and Uganda Imports 
Jan.—Sept. 1946 


N September, 1946, net trade imports into Kenya and 

Uganda were valued at £1,555,040, as compared with 

£978,893 in September, 1945, making a total of £13,505,029 
for the past nine months of 1946 as against £10,114,586 for 
the corresponding period of 1945, states H.M. Trade 
Commissioner at Nairobi. 

The distribution of this trade by countries of origin, 
expressed both in sterling and as a percentage of the total 














value is indicated below :— 
| 
| 1945 1946 
Country —— SR 
| January-Se September r January-September 
Value IP er cent. Value Per cent. 
£ | € 
United Kingdom 2,638,645 26:1 5,129,731 37°9 
India 2,693,210 20-7 2,863,494 21:1 
Australia ... 22,774 0-2 78,664 0-5 
Canada ; 111,371 1:1 210,034 1-5 
South Africa 1,470,305 14-6 1,130,516 8-3 
Other Empire 230,534 2:3 352,335 2:5 
Tran 1,297,787 12-8 856,223 6:3 
United States 1,943,064 19-2 2,102,684 16°3 
ne 3 or Foreign 306,836 3:0 467,982 3°4 
Belgo-Luxe »mburg 
Economic Union — —— 80,630 0-5 
Italy ahs cab — -- 232,736 1-7 

















It should be noted that the prices quoted above are net 
in the sense that they do not take into account Government 


imports, (1946, £1,631,478, and 1945, £1,330,570), nor 
produce of Tanganyika Territory imported and mainly 
intended for re-exportation (1946, £999,978, and 1945, 


£1,182,565). 


Zanzibar Trade, Jan.—Nov., 1946 


H.M. Trade Commissioner at Nairobi reports that during 
November, 1946, trade imports were valued at £159,911, 
domestic exports at £117,965, and re-exports at £39,194, 
as compared with £86,111, £132,883, and £19,112 in the 
corresponding month of 1945. 

Exports of cloves were 19,093 ewts., against 26,910 cewts. ; 
of cloves and stem oil, nil lbs., as compared, with 24,538 Ibs., 
and of copra, 27,340 cwts (3,220 cwts.). 

A comparison of the total trade wend the first eleven 
months of 1945 5 and 1946 is given below : 





1945 1946 
Particulars ~ ~ — ae ——--- 
Sas. Show. Jan.-Nov. 
- 9 £ 
Trade imports 1,017,424 1,593,211 
Domestic exports 991,056 1,571,504 
Re-exports 312,598 366,031 











Domestic Exports : The following table gives particulars 
of the chief exports of domestic produce during the first 
eleven months of 1945 and 1946: 

| 

| 1945 1946 
Commodity |—-- - SS EE 

| January Nove anita or Ji wnuary- Nove mber 


Quantity ¢ 


| Quantity £ 
298,133 | 1,104,459 


Cloves (ewts). 159,952 | 571,713 

Clove and stem oil 
(Ibs.) 

Copra (cwts.) 


14,273 
142,324 


455,030 87,182 
. | 196,300 | 177,541 


| 


276,239 | 
119,480 





— 





Bonded Stocks: Stocks in bonded 
November 30, 1946, are shown below :— 


warehouses on 














Commodity | 1945 | 1946 

£ | £ 
Petrol and kerosene ... 2,522 16,872 
Other goods 77,490 | 22,103 
dy: seg | 80,012 | 38,975 
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Trade of Tanganyika 
Jan.—Oct., 1946 


URING October, 1946, trade imports into Tan- 

ganyika Territory were valued at £765,344 and 

domestic exports at £762,148, as compared with 
£367,325 and £804,741 in the corresponding month of 
1945, states H.M. Trade Commissioner at Nairobi. The 
total figures for the first ten months of 1945 and 1946 are 
given below :— 





January-October 


Trade Imports 








1945 1946 
£ £ 
Excluding Government imports, bullion and 
specie vse ave ses wee wee | 4,906,060] 6,739,672 











The distribution of this trade by countries of origin, 
expressed both in sterling and as a percentage of the total 
value, is indicated below. 





January-October 


Country of Origin 











1945 ) 1946 
£ ‘iP er cent. £ Per cent. 
United Kingdom 660,389 | 15-9 1,744,172 28-1 
India sSti«wsjs~S—.. || «(1,823,046 43-8 1,476,813 23-8 
South Africa Sag 227,828 bd 252,236 4-0 
Kenya and Uganda 737,959 17:7 i; 346, 515 21-7 
Other Emp ire 111,527 2°7 201,831 3°2 
United States 254,534 6-1 545,354 8:8 
Other Foreign 343,728 8:3 644,842 10-4 











Domestic Exports : The total value of domestic exports 
in the first ten months of 1946 was £7,512,111, as against 
£6,763,657 a year earlier. 

Quantities of the principal commodities exported during 
the period are as follows :— 














January-October 

Commodity 1945 1946 
Cotton (Centals) A fae 108,047 76,016 
Coffee ‘age sie yar cas 11,995 9,058 
Sisal Cas) 97,552 3,386. 
Hides (, 1,596 2,105 
Skins (Numbe rs) soe Rite 640,940 1,199,040 
Groundnuts (Tons) or ae eee 955 475 











Trade with the Dodecanese Islands 


The Board of Trade announce that trade with the 
Dodecanese Islands—hitherto prohibited under the Trad- 
ing with the Enemy Act—can be resumed with effect from 
March 14. 

Money and property in the United Kingdom belonging 
to persons resident or carrying on business in the Dode- 
canese Islands will still be subject to Board of Trade and 
Custodian of Enemy Property control. 

This relaxation is made by the Trading with the Enemy 
(Enemy Territory Cessation) (Dodecanese Islands) Order 
1947 (S.R. & O. 1947 No. 461), copies of which are obtain- 
able, price 1d., through any bookseller or newsagent or 
direct from H.M. Stationery Office, Kingsway, London, 
W.C.2, and branches. 





Information for U.K. Exporters 


As an information service to exporters, details are 
given below of enquiries received from overseas for 
United Kingdom products. Manufacturers and 
exporters may obtain the names and addresses of the 
persons or firms referred to by applying to the Eaport 
Promotion Department, 35 Old Queen Street, 
London, S.W.1 (and quoting the reference number). 


Textiles, etc. : Canada (Ontario). A buyer established in 
Hamilton, Ontario, with contacts throughout Canada wishes 
to contact manufacturers of Cotton cloth tape, standard 
‘007 in. thickness, in widths from } in. to 14 in. ; varnished 
cambric; gummed holland; ungummed holland and 
friction tape. (E:P.D. Ref. 4685/47). 
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U.S.A. Renewal of Trade 
Mark Registrations 


NITED States Public Law 517 of July 17, 1946, em- 
H Heme the President by proclamation to grant to 

foreign proprietors of trade marks, who are or have 
been temporarily unable by reason of war conditions to 
comply with the conditions and formalities prescribed 
with respect to the renewal of trade mark registrations by 
Section 12 of the United States Trade Marks Act of 1905, 
such extension of time (not exceeding three years from 
July 17, 1946) as may be deemed appropriate for the 
fulfilment of such conditions or formalities. 

The benefits of the law will be given only to nationals 
of countries which accord substantially equal treatment in 
this respect to United States citizens. 

It is expected that a Proclamation extending the benefits 
of Law 517 to British nationals will be issued in the near 
future, but in the meantime the United States Commis- 
sioner is now accepting applications for renewal under 
that Law for action immediately the Proclamation is made. 

It is suggested that British trade mark owners who 
desire to apply for renewal under Law 517 should make 
their applications as soon as possible and in any case before 
July 5, 1947, since, even if the reciprocal arrangements are 
extended beyond that date, later applications may be sub- 
ject to production of the satisfactory affidavits as to the 
‘fuse in commerce” of the mark required by Section 9 of 
the new United States Trade Marks Law No. 489 (which 
becomes operative on July 5, 1947) and to payment of the 
increased renewal fee of $25 fixed by that Law 


Firms in Poland Scheduled for 
Nationalization 


The following Gazettes, additional to those notified in 
the February 15, March 8 and March 15 issues of the 
Board of Trade Journal, have been received and are 
available for inspection at the Trading with the Enemy 
Department, 24 Kingsway, London, W.C.2. (Telephone: 
Holborn 4300, Ex. 68.) 

Rzeszow eas eae soe INO 





Wroclaw ca se sa NOLS | 
Bialystok ... ia «ce,. IVOe AO 1946 
Kielce oie axe. ony DOOR Bly edad | 
Poznan ae oats ... Nos. 23 and 25 

Wroclaw ase sei do SORE > 
Kielce re ate om. INO 
Bialystok No. 2 
Poznan ete ees sve =ONOS. 1. 25 3 ana 6 I 
Krakow ve a .. Nos. 2 and 7 41947 
Lodz eels ovis owe Nowd | 
Szezecin Sag ste an NOLS 

Pomorze ‘ie we ~6Now 4 
Silesian- Dabrows aan ... Nos. 7 and 8 J 
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Vancouver Foreign Trade Week 

Foreign Trade Week will be held in Vancouver, British 
Columbia, from May 19—24, 1947. 

This event will coincide with the Fifth National Foreign 
Trade Conference of the Canadian Chamber of Commerce, 
to be held May 21, 22 and 23 in the Hotel Vancouver, 
Vancouver, B.C. 

The conference will attract delegates from all parts of 
Canada as well as the United States and other countries. 
Representatives of fourteen foreign countries attended the 
Fourth National Foreign Trade Conference of the Canadian 
Chamber of Commerce, which was held in Hamilton, 
Ontario, in 1946. 

Mr. R. M. Bryan, chairman of the Foreign Trade Bureau 
of the Vancouver Board of Trade, is general chairman of 
the special committee on arrangements. 

Particulars in regard to the Foreign Trade Conference 
may be obtained from Mr. S. H. Sutherland, Assistant 
Secretary, Canadian Chamber of Commerce, Montreal, P.Q., 
or from Mr. Edwin T. Orr, Secretary, Foreign Trade 
Bureau, Vancouver Board of Trade, Vancouver, B.C. 


Save for 
Prosperity 


INVEST YOUR SAVINGS IN NATIONAL SAVINGS CERTIFICATES, 
DEFENCE BONDS. POST OFFICE AND TRUSTEE SAVINGS BANKS 


RENN ed by the Notional Savings Comite RA aS 
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. e = 
Customs Regulations and Tariff Changes 
ay Wh 
Paraguayan Internal Consumption Taxes | | 
WI! 
| 
.M. REPRESENTATIVE at Asuncion reports the by the manufacturer or importer. In the case of imported f 
signature on January 2, of a decree-law (No. 17325) goods, payment of the tax must be made before the goods 
which establishes new internal consumption taxes leave the Customs warehouse. Fractions of units in Q 
in Paraguay. The new taxes applicable to imported goods general count as full units for tax collecting purposes. 1 
(togeher with the former rates) are given below. Samples for free distribution are not taxable, but they An 
The basis for collection of the tax is the sworn declaration must bear the word ‘‘ Free sample.” Ch 
“( 
| Wi 
ITEM Former Tax| New ae x WI 
; = — — 5 a= ecard, RSENS rates Sa! 
| Guaranies pers s M 
Soap for hair dyeing, medicinal soaps not perfumed, solid, in paste, in powder, or in any other form ; magnesia | 
in solid form, for toilet or barbers’ use; talcum aia r for toilet = perfumed borated or not; each | Ba 
50 gram ; : a ns os A ee ol 0-005 0-02 Ku 
Shaving soap, in p: aste . solid l,in p yowde r, cream, liquid l, or in any othe rform ; perfumed glycerine and vaseline ; | It 
toilet soupent clin »where provided for, whether in pas ste, cream, solid, liquid or powder form : each 25 grammes} 0-005 0-02 
Paste, pote r, soap and any preparation not elsewhere specified, for dental cleansing and hy giene, perfumed or | | ( 
not: each 25 grammes... es is ees mae ; see ie | 0-005 0-02 
Aromatic or perfumed pastilles, sheets, tablets, candles or powder, not else veil re provided for, for sc enti ng + by ; 
incineration ; pastilles, pills and other preparations for perfuming the breath ; sachet powder, face and toilet | ee 
powder of any kind not elsewhere specified, perfumed or not ; deodorant creams of anv kind; pomades for C 
the hair, heard or moustache, and aromatic salts: ea o grammes re Me 0-02 0-04 
Water, oils, dyes, clixirs, tonics, fortifiers, regencrators, restorers, quinine wé tel fr anti- h c rpe tic and similar | 
preparations, for the hair, perfumed or not: each 50 grammes... “es a5 set BS at ses 0-0250 0-05 
Toilet colours, eye-brow and eye-lash silts and in general all cosmetics not specified, perfumed or not : each v 
5 grammes : — — are Bee bea 0-0250 0-05 (a 
Waters and liquid pre pare tions in generé ul for de nti ul cleansing and hyg giene, perfumed or not: each 50 c.c. ae 0-0250 0-05 1 
‘Toilet and hath waters and lotions (not for the hair) and other similar waters and lotions, and aromatic vinegar : 
« ach 50.0.0. OF fraction ... va s a en oe sa 0-03 0-06 Ri 
Scent extracts and essences and yn fumes 3 in general for ‘the handk er chic fand like uses: each 20 c.c. or fraction 0-04 0-10 : 
Common soap powder and preparations for scouring and washing, not elsewhere provided for: each J,000 Ry 
grammes or frac ‘tion aA : ee pee =: 0-10 | 
Common soap powder and pre parations for scouring and wi vashing, 1 not els sewher re p rovided for : each 3,000 
grammes or fraction at ie dee ioe _ fas us a ae ve oe BGs ab —— 0-10 
Cigars: for each cigar : = ~ iis eee cae cas pi = ioe a 0-06 0-06 | 
Cigarettes, not perfumed or made ‘of F gy p itis in, Turkish, Virginian or similar tobacco: every 10 cigarettes —... 0-04 0-20 ( 
Tobacco, cut, black twisted, and tobacco in other forms not specified : each 50 grammes per ae _— 0-04 0-20 
Cigarettes » pe rfumed and made of F; gyp tian, Turkish, Virginian and similar tobacco : every 10 a! oan e 0-06 0-40 
Tobacco, cut, light, orig 7 and in any other fo rm except in leaves : each 50 grammes... bie 0-06 0-40 
Nerve soothers such as “‘ Cafiaspirina ‘Geniol,” etc., and pills such as “ Dr. Ross” pills: eac ich unit: : -- 0-002 Pi 
Vaseline, borated, mentholated ~entise ptic vaseline gene erally, medicated or not but not * rfumed, in flasks, jars, 
tubes, or tins for retail sale: each 5 grammes or fraction ... he nee ie one ie i sin — 0-01 
Mineral waters and medicinal waters: each } litre or fraction — oi pee ven — sas ae a 0-05 
Bottled medicine in general: each bottle ee aie bee ch ae ee shi cae _ ‘we —_ 0-08 M 
Medicinal wines and liquors: each 250 c.c. or fractior : cok see fay ae sais oe — 0-15 R 
Stockings and socks, knitted, of cotton, for men and women : pe r pair set — 0-01 Ke 
Ribbons, braids, cords and galloons, of cotton, and generally, cotton twimmings ‘of similar manufacture, not V 
elsewhere provided for; cotton lace of all kinds ; ribbons, braids, t apes, galloons, fringes and trimmings 
gencrally of silk or artificial silk, pure or mixed with other fibres to any extent, including the articles aforesaid 
wholly or partly of metal, whether gilt, silvered or not, and including also ribbons for the manufacture of hats ; 
lace of all kinds, of silk or artificial silk : each length of 50 metres ee ~ Pan eee ibe oe — 0-01 
Hat linings, interior, of cotton: each lining... iss “ae ioe -- 0-01 
Garters and sleeve bands, of cotton, flax or other veget table fibre, and of wool, clastic or not : each em ise oF -- 0-01 H 
Hat, bonnet or cap sweatbands of leather, cut to measure or not: each .. —- 0-01 , 
Hats, men’s and women’s, without any trimming, not elsewhere provided for, of othe r materi uls, ine cluding crowns, 
brims and shapes for such hats : each hat... we ee ine wee see bee bax ae seis — 0-01 P 
Silk and woollen cloth : per metre is = aes ine -- 0-01 C: 
Articles not elsewhere provided for, made ° of elastic ribbons, braids, ete.: each article ... — 0-02 P 
Knitted tissues, crochet and hosiery fabric, other than lace, with or without needle-work, with the exception of V 
stockings and socks: each unit ee + oe ii ak ae - cea a as see — 0-02 
Woollen knitted caps: each cap . = vee — 0-02 a 
Woollen caps (not knitted) for men and c hildren, with the exce eption of those made of leathe r and. silk : ‘each cap — 0-02 
Leather or silk shoes with soft soles: each = of shoes — visi ae es ra te ‘es nes —- 0-02 = 
Rubber boots and shoes: each pair ~— ~~ = oe nea ee — 2% poe -- 0-02 
Slippers, mules or sandals, of leather or skin: eac wh pair ee cp = os ¥s ea — ioe — 0-02 
Shawls and woollen “‘ ponchos”: each ... _ re eae oe ‘as a — 0-05 . 
Silk and woollen stockings and socks for men and women: eac ch pair = oan = sa — is ~- 0-05 
Silk neckties : each be — ie = seis ise eas pas _ “ cae see — -- 0-05 
Silk handkerchiefs : each ... — bas a sxe os ehh hie -- 0-05 
Cotton undershirts (not knitted) for men, women rand ‘children evs is obs _— a see tie -— 0-05 
Cotton bedspreads ... = os {= is ie ne ee ee oe ~ we ese sie — 0-05 
Soft rubber gloves: per pair... pe — + i ib ~ as te See ine ~- 0-05 
Leather or silk shoes for men and women: per pair ... i. ike = si isk pe vet fee —- 0-10 
Leather or silk gloves for men and women: per pair ... a a ce — aa Sis Ges bie - 0:10 
Knitted goods of silk or wool, except stockings and caps am shi A oe oe tes _— ote — 0-10 
Telt hats for men and women, trimmed to any extent: each hat... ies Ge — Fe ss ose a 0-10 
Silk or silk-cotton bedspreads... = ns che she ve we ns ei ee yak con — 0-10 
Cotton b ath robes ... a — eee ee kis ae oe 5h ae aap as — se — 0-10 
Woollen jackets or boleros a put eee ies ute 5 $5 ee eae see ioe er -- 0-10 
Cotton jackets for men and children : — ies - — es = aye sts sis is — 0-20 
Cotton dresses for women: each dress ... i cea — nee iene st aa re, — 0-20 
Trousers and vests of silk, wool or linen for men ‘oad women. a — swe ae 5s ban cee — 0-30 
Cotton raincoats for men and women... ra Ses bee ea a ies ee “as skis van | - 0:30 
Raincoats pire material e : : iw Fs rie bee sa fee os eee “vs | - 0-30 
Cotton rainproofs for men, women and children. ase ite bas cae ee is ok ie ete — 0-30 
Woollen or linen dresses for women es = us bis bas oe - she ae sea si -- 0-30 
Cotton, silk or linen coats for men and child lren nde ine na = iy Saf iid iid a —- 0-50 
Silk raincoats for men and women and silk dresses for women cee kas a ms ae ste “a = 0-50 
Woollen overcoats for,.men eee or: a Pes aoe a xe arn a, bes se sa -- 1-00 
(Continued on neat page) 
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ITEM 


White wines, sweet red wine, dessert =~ in wooden — common red wines not sweet or sweetened : 
per litre 

White wines, sweet 1 wines, ‘desse rt 1 wines, in bottle 8, asks, de on. ijohns and i in n other re ont uiners except 0 of wood : 

per litre a ae aa on 563 i 

Beer in general and other non-spe cif ied beverages W ith: an ak oh ‘olic conter it not exceeding 2 per cent. by volume ; 
ciders or apple wines, sparkling or not: per litre ae aoe oe : ae a 

I’ssences and concentrates, liquid, solid, in paste or powder Sov , for. the manufacture of liquors: per kilo 

Sparkling wines, except champagne; wine must be alcoholized or concentrated, and “ mistels”” (an alcoholic 
beverage) in anv contélnst : per litre ; pee 

Anisette ; bitter, fernet ; ; ~aahbh ang in general, pune oh and ve rmouthe : per litre 

Champagne wine: per litre 
Cafia”’: per litre... ; 

‘Grapa” and ‘ Pisco” (alcoholic levels ‘per lit re ne es 

Cognac, gin, and rum; cocktails and other alcohols not spec ifie d: per litre 

Whisky : per litre oats 

Safety razor blades: per blade 








Matches, of wood or cardboard, even with advertisements, including “ Bengal”? and wind and stormproof 


matches: per 20 matches : fas 

Batteries for electric torches : each section 

tubber shoe heels: each aa a “a san ia a nA 

Fruits in liqueurs, brandy or in wines, in general ; fruits, berries and nuts, crystallized or : 
fresh in their natural state in sy rup, in their juices or in any other form, not provided for in other classification : 
each 20 grammes or fraction 


lacé; fruits or berries, 


] 


Biscuits and small crackers, sweetened, salted or not: every 10 grammes ... 

Chocolate, ground or in powder, in paste or cakes ; confectionery, candy, bon- bons and pas stiles s, inc luding gum 
drops and mints, except medicinal and those specified in other classifications ; quince jelly, jelly and marma- 
lades of fruits and berries in general: per 10 grammes or fraction ... 


Meat in tins: per 250 grammes 

Canned goods in gene ral : : per 250 grammes ; 

Klectric incandescent none (candles or bulbs) of less than 5 5 candl ‘ power for hand. tore he: Ss, lante ns or 1 Tammps : 
per lamp cee 

Records for phonogri aphs an d talking mac chines s in gene reral, except those inte nde d for tes ac ching langua, ges: per 
record 

Refined sugar: per ‘kilo 

dible oils in general: each 500 ¢ grammes or fra uc ction 


Klectric batteries for any use except those for electric torches: each unit . dan . 
Candles of stearine, tallow, paraftin and mixtures thereof, and of mineral or vegeti ab le wax; every 125 grammes 
or fraction 


—- films, in rolls or sheets and plates, undeveloped and unexposed other than those for medical use : 
Polish of any kind for footwear ; “also preparations for cleaning, whitening, preserving or shining footwear, 
leather and articles of leather and skins generally, including neat’s-foot oil: per 19 grammes .. 
Matches, of wax or stearine, or of any other fatty substance: per 75 matches 
ltazors, of any type: each 
Klectric torches: each ie sais ie aida one a ts 
Valves for radiotelephony, radiotelegraphy and radiotelevision : each valve 
Automatic cigarette lighters 
Tea, in general: per 200 grammes «es eae ar ae die ee Ane ce aise 
Pocket-books, card cases, purses, women’s hand- bags, music rolls, toilet, shaving, sewing and similar cases, 
wholly or partly of leather or skin, with or without their fittings, and saan frames of the same materials : 
each : ane ae eas Ga 
Hides and skins for footwear, bag s and other artic les,: each pice eee 
Raisins: every 20 kilos or fraction 
Thermos ”’ flasks: each 
rT cameras: each i ser Sar ae 
Carbonic acid gas, in cylinders or in any other c ontainer, for the manufacture of soda : every kilo or fraction 
Playing cards of all kinds ;_ per pack cae 
Wireless telephony, telegraphy and television apparatus ye ‘i ‘ie ae wis 


( 


( 


( 


( 





Guaranies 


ormer Tax 


0:09 
0-12 


0-06 
0-50 


0-02 
250 erms.) 


0-02 
250 grms.) 


0-01 
0-01 
250 grms.) 


0-04 
250 grms.) 


0-20 
0-005 


0-40 


441 


New Tax 


G 


uaranies 


0-15 


0-20 
0-50 


0-60 
1-00 
1-60 
2-00 
2-00 
3-00 
5-00 
0-01 


0-01 


0-01 
0-01 


0-01 


20 gris 


0-01 


0-01 


0-01 
0-01 
0-02 


0-02 


0-02 


0-02 


0-02 
0-038 
0-05 
0-05 
0-05 
0-05 
0-05 


0-10 
0-10 
0-10 
0-10 
0-50 
0-50 
1-00 
3-00 


18.) 














A. HESKEL 


ESTABLISHED 1919 


General Exporter, Confirmer and Shipper 
TO ALL OVERSEAS MARKETS 


PAYMENT in London when goods are ready for shipment. 
Phone: 


Adoskel, Ldn, 





aves 36 Camomile Street, London, E.C.3. 


NOTICE TO ALL MANUFACTURERS 


If you wish to expand your Export Trade you should communicate with 


Buyer of Woollen, cotton, rayon plece goods, knitwear, hoslery and general merchandise. 


Bankers: 


Barclays Bank Ltd, 
126, Bishopsgate, 
E.C.3. 
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Lebanon-Syria Customs Duties Modified 


HE Board of Trade has received a copy of Decision 
No. 613 of the Supreme Council of Common Interests, 
reducing the 
duties on the following imports into Lebanon-Syria in 


dé 


ited January 21, 1947, 


accordance with the Schedule set out below :— 


‘normal ” 





tem 


No. 


148 
149 


458(a) 


462 





52QS8bis 


530(a) 


532 
533—I 
(a)& (b) 
551 


Description 


Crapes, including those 
‘ reorgette ” 
of natural silk . 

Other natural silk cloths, 
“s lose fabrics 


affetas, 


| 
| 
| 
| n.€.8. : 
woven 
etc.) 
Al fa ibrics included under No. 
449 and 450(4), imported in the 
dyed and prepared state 
| Embroidery, 
| pure or mixed 
| Artificial silk thre id, pure ¢ or rmixed 


| 


of silk, or floss-silk, 


Crapes of artificial sik ... 

Other artificial silk cloths, 
close and open woven (poplins, 
erenadines, voiles, etc.) 

Velvets and plush soft uwtificia ul sill: 


waste 


with wool; not prepared for 
retailing . ~~ er es 
| Velvets and plushes of artificial silk 


n.€.8. ¢ 


| Crapes of artificial silk wai ste 
Other artificial silk waste cloths, 
N.€.8. 5 and open woven 
(poplins, grenadines, voiles, etc.) 
Embroidery, of artificial silk, arti- 
ficial silk waste or pure artificial 
| textile fibres : 
Woollen thread, carded 
Woollen thread, combed ... 
| Tissues of wool, n.e.s. 
| Pure wool blankets 
| Blankets of coarse hair .. 
| Velvets and plushes of wool 
Single cotton yarn 
| Cotton yarn, twisted ; 
more strands 
Cotton tissues, not figured 


close 


of two or 


Fents (“‘ job” cotton tissues) 
Mixed cotton technical felts, con- 
taining in weight more than 20 
per cent. of cotton 
Cotton blankets 
Velvets and plushes, 
printed or dyed 
Tissues of linen, hemp end ramie ; 
unmixed with other textile 
materials ; figured or not figured 


of cotton ; 





Velvets and plushes of natural silk 
called 


and satin a 


(foulards, 


Cotton tissues, figured (pure cotton) 


oO per cent 





50 per cent. 


** Normal” 
~ valore a 


Old. rate New rate 


50 por ennk:} 


50 per cent. 
| 


Tariff 


‘40 per cent. 


10 per cent. 


4.0) per ¢ ent. 


10 per cent, 


50 per cent. | 40 per cer it. 


50 per cent. 
50 per cent.| 


j90 per cent.| 


50 per cent. 


)50 per cent. 


| 


50 per 


50 per 
25 per 
25 per 
40 per 
40 per cent. 
10) per cent. 
£0 per cent. 


cent. 
cent. 


25 per cent.| 
40 per cent. 
10 per cent. 
40 per cent. 


10 per cent. 
£0 per cent.) 





| 


| 
cent. | 


cent. | 
cent.| 


130 


‘|: 


| 


| 
| 
| 
: bs percent i11 per cent. 
| 
| 


LO per ce nt. 


£0 per cent. 


40 per cent. 


40 per cent. 
£0 per cent. 


10) per « ent. 


10) per cent. 


11 per cent. 
11 percent. 


per cent. 


30 per cent. 
|30 per cent. 
30 per cent. 


20 per cent. 
30 per cent. 
30 per cent. 


}30 per cent. 


| 


| 
| 


| 
40 per cent. 


30 per cent. 
30 per cent. 


25 per cent.|20 per cent. 


40 per cent./30 per cent. 


30 per cent. 





The above amendments are effective as from January 22, 


1947. 


A f 


reduct 


urther Decision No. 


s the 


615, 


sé 


dated January 
normal ’’ duties on the following items :— 


99 


my 


1947, 





Item 
No. 


820 


Ex. 823 


824(b) 


825 


Description 


Steam boilers ; economizers, 
super-heaters and steam 
accumulators 

Steam engines se 
their boilers; 
without 
turbines) 


aa 
parated from | 
with or | 

(steam | 


— 


3(7) | Unspecified explosion ‘and in- | 
ternal combustion engines: | 

1! for industrial use ae | 
Unspec ified hydraulic motor | 
engines | 


| 

Air or compressed gas, wind- 
| driven motor engines and 
| the like cb 

| 


** Normal ” 


Tariff 


= valore wd 


7:5 per cent. | 


7-5 per cent. 


7-5 per cent. 


7-5 per cent. 


7:5 per cent. 


1 per cent. 


1 per cent. 


1 per cent. 


1 per cent. 


1 per cent. 


| - 
Old rate 7c New rate 





Description 


Ex. 827(d) | Unspecified pumps for liquids 
| (centrifugal, rotary, piston, 
etc.) 

] for industrial use 

Ex. 828(b) | Unspecified air pumps, com- 
pressors, ventilators and 

| similar machines: 

1| for industrial use 

Ex. 829(b) | Unspecified compressed air 

apparatus for pulverizing 
or spraying liquids or pow- 
ders; jet apparatus: 
for industrial or agricul- 
tural use ... 

‘alenders of all kinds with 


1| 
830 | « 
| 


the textile industry 
Centrifugal machines 
| the exception of 
separators 
nspecified presses 


with 
cream 


831 


836(b) 
inery and engines 

Appar: itus for heating, cool- 
ing, cooking, distilling, 


| 
| 
| 
832(f) 
| 


835 


the exception of those for | 


U 
Unspecified agricultural mac oh 


* Normal ” Tariff 
| (ad erennhai 


25 per cent. 


‘ 
de 


| é*) per cent. 


rectifying, refining, steriliz- | 
ing, evaporating, vaporizing,} 


| 
| 
| condensing, filteringandthe 
| like : 
| for soap-making, oil- 
making and the manufac- 
ture of beer and wine 
for bakery, pastry-,confec- 
tionery-, and chocolate- 
making, for the manufac- 
ture of edible — and 
| preserves ... 
for water-softeners 
for niacin industrial 
uses 
Refrige rators, 
| use — we 
Machines and a pparatus for 
treating (washing, mixing, 
crushing, etc.) earths, 
stones, minerals and other 
| similar hard materials 
| Machines and apparatus for 
mixing 
liquids ‘ 
Unspecified mac shine: ry for the 


{ 
a) 


industrial 


fi r 


R40)78 


841(b) 
, ; 
| of hides and skins; and 

| for the manufacture of 

| articles of hides or skins ... 

Machines for the manufac- 
| ture of paper, cardboard, 
| ete.; for printing ; forthe 
| preparation of textile 
| materials; for 
| 


842 to 
846 (incl.) 


and weaving ; for dressing 
and finishing yarn, cloth, 
| and articles made there- 
| from 
| Sewing mac shines, of all kinds, 
| for special purposes es 
| Pneumatic machine tools ... 
| Machine tools bs as 
Unspecified machines for 
| packing goods, or for open- 
| ing, cleaning, filling, label- 


848(a) 
849 
85 (b) 


ling, and sealing bottles, 

| casks and the like 
Machinery and apparatus, 

n.e.s.: 

for metal work, the cement 
| industry, etc. st ice 
| for soap-making, _ oil- 

making and the manufac- 

ture of beer and wine 

for bakery, pastry-, con- 


855 


fectionery-, and chocolate- | 
for the manufac- | 


| 

| making, 

| ture of edible pastes and 
| preserves ... nee ee 
for the manufacture of 
| gramophones, records and 
brushes 


preparation and working | 


| 7° 
7 


25 per cent. 


25 per cent. 


7:5 per cent. 


‘D per cent. 
5 per cent.!} 
per cent. | 


‘o per cent. 


“Ol 1 rate ° | Sow rate 


| 


7-5 per cent.| 


| 
| 
| 
| 
| 


25 per cent. 


| 7-3 per cent. | 


“Oper cent.! 


7-5 per cent. 


colours, weer or | 
| 7-5 per cent. 


7°5 per cent. 


knitting | 


|7-5 percent. 


‘5 per cent. 


o per cent. 


f 
17-5 
a 


| 25 per cent. 


Dp 


|7-5 per cent. 


7:5 per cent. 


| 
) per cent. | 


‘rcent.) 


| 
7°3 per cent. | 


| 
| 





1 per cent. 


1 per cent. 


1 per cent. 
1 per cent. 
1 per cent. 
1 per cent. 


Free 


1 percent. 


1 percent. 
1 per cent. 


1 per cent. 


1 per cent. 


1 per cent. 


1 per cent. 


I per cent. 


1 percent. 


1 per cent. 
] per cent. 
1 per cent. 


7°5 per cent. 


] per cent. 


1 per cent. 


1 per cent. 


] per cent. 





(Continued on next page) 
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Turkey 


Import Restrictions: H.M. Embassy at Ankara has 
recently informed the Board of Trade of further modifica- 
tions to the list of goods for which Import Licences will 
be granted by the Turkish authorities. This list was 
published in the Board of Trade Journal for July 20, 1946 
(page 947), and has since been modified by notices in the 
Board of Trade Journal ‘on October 5 (page 1374). 
October 12 (page 1415) and November 2 (page 1559), 
The following goods have been added to the list :— 








Tariff No. Desssiphion of Commodity 


Ex. 23 dln? leak such as ‘ ‘E bie iio SM A,” whic h will be 
approved by the Minister of Hygiene. 

Varnish for skis (wax). 

Medicinal fish oils. 

Hair for the manufacture of brushes. 

Mother-of-pearl buttons. 

Horsehair linings. 

Galanga. 

Teakwood. 

Mahogany and Ebony. 

Venecring strips and sheets. 

Light air-mail envelopes. 

Cloth for mosquito nets. 

Cotton ribbons: those used for packing Turkish goods 
for export only. 

Cotton hosiery: Flannels, drawers, shirts, corset covers 
and knitted cotton stockings only. 





Ex. 404(a) | Cotton summer hats, all kinds. 
Ex. 510 Artificial eyes and buttons of glass. 
Ex, 552 Hardware and ironmongery, n.e.s.; only hygienic 


receptacles for milk. 
Wire-welding lamps, gas bath-heaters and sterilizing 
stills of copper. 


Ex. 563 





569 Aluminium, its alloys and articles thereof. 
575 Zine ; sheet and powder. 


Uruguay 


Luxury Tax on Motor Cars: The Commercial Secretary 
to H.M. Embassy at Montevideo has reported the issue of 
a decree dated December 30, 1946, published in the Official 
Gazette of January 25, 1947, which amends the Luxury 
Tax on motor cars imported into Uruguay. 

Under the decree the luxury tax will, in future, be 
chargeable at the rate of 5 per cent. ad valorem on all 
private cars imported into Uruguay, the value being 
assessed arbitrarily according to the following sliding 


scale :— 








Weight of Vehicle Valuation 

per kilogram 

Not exc coding 7 OD E08: «.. rau 2-50 pesos 
Over 750 kilos, but not exceeaing 1, 050 kilos ror 2°80: 55 
ee es ag BN ae ue 3-00 ,, 
ee oe ers "See 3:30 ,, 
SS 2 eee 3-60 ,, 
ae OR 4:00 ,, 
050 ,, ar ae ah aS 4:60 ,, 








Lebanon—Syria Customs Duties 
(Continued from previous page) 





| “Normal” Tariff 





Item Description | (ad valorem) 
No. --- —— 
Old rate | New rate 
Ree ee = St a ae 
(g) 2 | for unspec ified ‘industrial 
uses 25 per cent. | 1 percent. 
859 Electric exciters and their 


rheostats, generating mach- 
ines, alternators, motors, 
electric couverters, trans- 


formers, etc. es ... |7-5 percent.| 1 percent. 
865(a) Industrial electric ovens 7-5 percent.) 1 percent. 
867 Electro-medical apparatus 

and radiological apparatus | 25 per cent. | 11 per cent. 
914bis Cinematographic apparatus, 


projectors and their parts, 
for the cinema industry ... 
| | 


! 











7:5 per cent.! 1 percent. 





The above amendments are effective as from January 23, 
1947. 

A further Decision No. 616, dated January 23, 1947, 
reduces, with effect from February 1, 1947, the ‘‘ normal ” 
duties on various kinds of heavy mineral and fuel oils, 
under Tariff Item No. 206. 
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Southern Rhodesia 


Suspension of Duties: The Southern Rhodesian Govern- 
ment Gazelle, of February 7, 1947, contains a copy of 
Government Notice No. 122, which provides for the sus- 
pension of duties in Columns A, B and C of the First 
Schedule of the Customs and Excise Tariff Act in respect 
of the goods which are set out in the Schedule hereto and 
which fall respectively within the terms of the paragraphs 
of the First Schedule to the said Act and to the extent 
indicated. 


SCHEDULE 


Extent of Suspension 
Paragraph Goods Columns 
A B C 
(Foreign) (Dominions) (1/nited 

Kingdom, 

Colonies, etc.) 

per « ent. per cent. 
61 Blankets and rugs, blanket- 
ing, sheets commonly used as 
blankets or rugs and known 
as kaffir sheets, manufac- 
tured of cotton, hair, silk or 
imitations thereof, or wool; 
and coats, jackets or other 
apparel made of blanketing 

or baize ea ata 334 50 100 
(Coats, jac -kets or other ap- 
parel made of blanketing or 
baize of a value for duty 
purposes exceeding £8 per 
garment or costume are ex- 
cluded from the operation 

of the suspension.) 

63 Carpets and other floor 

coverings : ; 40 663 100 
65 Clothing and unde TC clothing : 
(a) Outer garments: jackets, 
jacket-shirts or Fama 
jerkins (not knitted), vests, 


per cent. 


trousers and shorts er 50 $34 100 
(b) Shirts... om ae 50 834 100 
(c) All other, n.e.e. 
(i) Knitte ”: er cae 50 834 100 
(ii) Not knitted : 50 834 100 


(Women’s outer garments of 
a value for duty purposes ex- 
ceeding £8 per garment or 
costume and men’s dress and 
dinner suits are excluded 
from the operation of the 
suspension.) 

69 (a) Hats, caps and bonnets 40 662 100 
(Girls’ and women’s hats ex- 
ceeding a value for duty 
purposes of £2 per hat are 
excluded from the operation 
of the suspension.) 

70 Hosiery, socks and stockings 40 

73 (a) Millinery, drapery, haber- 
dashery and textile articles of 
furnishing and napery n.e.e. 40 663 100 
(Artificial flowers, millinery 
trimmings and silk hand- 
kerchiefs are excluded from 
the operation of the suspen- 
sion.) 

76 Piecegoods, nee... ote ae 25 100 
(Piece-goods exc eeding a 
value for duty purposes of 6s, 
per yard are excluded from 
the operation of the suspen- 


663 100 


sion.) 
77 Quilts, padded as sie 40 662 100 
79 Shawls oe e * 334 50 100 
80 Threads: 

(a) Yarns, cottons, silks and 

twists ; sewing, knitting and 

croche " 25 663 100 


Boots and Shoe Ss: 


251 

(a) Of rubber, or boots and 
shoes the soles of which are 
wholly or partly ofrubber... 100* 100 100 
(>) All other, and including 
slippers, sandals, infants’ 
shoes and bootees ... a 20 50 100 
(Boots, shoes and slippers ex- 
ceeding a value for duty pur- 
poses of 45s. per pair are 
excluded from the operation 
of the suspension.) 

331Umbrellas and oil cloth... 49 663 100 


(* This suspension is applicable to the ad valorem duty only and nob 
to ie rated duty of !s. per pair.) 
Government Notice No. 73 of 1947 is hereby cancelled. 
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Peruvian Import Licence Procedure 


IS MAJESTY’S Ambassador at Lima has reported 
Hi. publication of Supreme Decree dated January 21, 

1947, creating the National Council for Foreign 
Trade, which will interpret the Government’s policy on and 
issue regulations regarding matters concerning Peru’s 
overseas trade and foreign exchange. 

The executive body, which is now known as the Super- 
intendence of Foreign Trade, will deai with applications 
for imports, exports and foreign exchange in accordance 
with instructions to be issued by the Council for Foreign 
Trade. 

The following procedure is laid down covering applica- 
tion for and use of licences :— 

1. Import licences shall be granted in accordance with 
the national need of the commodity concerned, of the 
stocks or production thereof in the country, and of its 
price and the availability of foreign exchange, a similar 
routine being applicable to import applications made by 
people in possession of the necessary exchange. 

The National Council for Foreign Trade may establish 
such priorities and exceptions as it deems desirable. 

2. Export licences shall be issued or refused in accord- 
ance with the country’s requirements of the commodity 
or product it is sought to export, and after evidence of the 
sale or guaranteed promise of sale of the corresponding 
foreign exchange to the Central Reserve Bank or to a 
commercial bank. 

3. Permits for the purchase of exchange shall be granted 
or denied in respect of applications filed by interested 
parties through one of the banks, and taking into account 
the justification of the order and the amount of exchange 
available. 

4. The first three copies of each application for an 
import licence shall have affixed to them a fiscal stamp 
of one sol, in lieu of the sheet of stamped paper obligatory 
on every application to the Executive Power under Law 
9928. 

Copies of applications for export permits shall likewise 
have affixed to them a one-sol fiscal stamp. 

5. The Custom-houses of the Republic shall not allow the 
exportation of any commodity or product, whatever its 
class or value, nor the importation of any commodity or 
product of a higher value than three hundred soles, without 
presentation in advance of the export and ituport licences 
authorized by the Superintendence of Foreign Trade. 


Customs officials permitting exportation or importation 
of any commodity or product without presentation of the 
above licence, shall be dismissed from their post. 

The Custom-houses, once the commodity or product has 
been cleared in conformity with the respective licence, 
shall annul the latter document and return it, within 
seven days and by registered post, to the Superintendence 
of Foreign Trade, through the Superintendence of Customs. 

6. From the first of next May the consular officers of 
the Republic abroad or those carrying out their duties, 
shall not issue consular invoices nor certify any business 
document unless the exporter or his agent furnishes them 
with the requisite copy of the import licence issued by the 
Superintendence. 


Consular officials must satisfy themselves that the total 
value of the commercial invoice covering the merchandise, 
and the class and quality of the latter, are those indicated 
on the import licence, only allowing a difference of 5 per 
cent. between the value appearing in the commercial 
invoice and that authorized by the import licence. The 
consular invoice shall indicate the number of the import 
licence and the consul shall keep the latter in his files. 


7. The Superintendence of Foreign Trade shall only 
issue import licences to dealers who pay a trading tax for 
carrying on their business and the commercial profits 
tax. To this effect he shall at once open a register of 
dealers wherein he shall inscribe all those so requesting and 
accrediting their status as such by presenting the last 
receipt for trading tax or the voucher for payment of the 
commercial profits tax for the preceding year. In default 
of these two documents the dealer shall present a certificate 
issued by the Superintendence of Taxation to the effect 
that the applicant is enrolled in that office as a dealer 
subject to the yearly presentation of a balance sheet for 
purposes of the commercial profits tax and payment of 
trading tax for carrying on his business. 


In addition to the foregoing case the Superintendence 


shall when the occasion warrants, grant import licences 


to official bodies, to associations of a social or cultural 
nature with legal personality and, for very small amounts 
and in exceptional circumstances, to private persons. 

8. Import licences are not transferable. Any importer 
who, after obtaining a licence to his order, sells or in any 
way transfers it to another shall be penalized 
with a fine of from one thousand to ten thousand soles and 
in the event of a repetition of the offence, the said fine 
shall be 


person, 


raised progressively to as much as one hundred 
thousand soles. The transferee of the licence is liable to 
similar penalty. 

An importer who in any way endeavours to introduce 
merchandise into the country without having the necessary 
licence, or an exporter who tries to export any commodity 
or product without a permit from the Superintendence, 
shall be penalized with a fine of from one thousand to ten 
les which, in the event of repetition of the 
offence, will be progressively raised to as much as one 
hundred thousand soles. These penalties are understood 
to be without prejudice to the existing contraband 
regulations. 

The Council is empowered to establish penalties by 
fines up to ten thousand soles for infringement of any of it 
orders. 


thousand so 


9. For the present year an estimate of exchange availa 
bilities shall be compiled to come into operation as from 
the first of next March, and this shall be drawn up within 
thirty days of promulgation of the present Decree. 

A full translation of the Decree can be seen by persons 
interested at the Export Promotion Department, Tariff 
Section, Board of Trade, 35 Old Queen Street, London, 
S.W.1. 

Import Licences: His Majesty’s Ambassador at Lima 
has reported that the Board of Foreign Trade of the 
Ministry of Finance and Commerce issued the following 
notice in the press on February 7, 1947 :— 

‘* Tn accordance with a decision taken by the National 
Council for Foreign Trade, interested parties are advised 
that in order to examine cases relating to merchandise 
lying in the Peruvian customs houses without their 
respective import licences, they should furnish this Board 
with the following particulars on stamped paper :— 

(a) Numbers of the import licence applications already 

presented and of those to be presented. 

(b) Description of merchandise. 

(c) Declared value of the merchandise in the import 
licence application forms, to be given in foreign 
currency and in soles. 

(d) Name of the steamer and date of its arrival with 
same documentary evidence. 

‘* Applications will be received by the Secretariat of the 
Board up to February 12 as regards Lima and Callao and 
up to February 19 as regards the provinces. 

‘* These conditions apply solely to merchandise reaching 
Peru up to February 9. 

‘Tt should be noted that responsibility for losses arising 
out of the arrival of merchandise without import licences, 
after the date indicated will be assumed entirely by those 
who contravene the regulations in force.” 
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New Zealand Customs Decisions 


ARTICULARS are given below of some further 

decisions of the New Zealand Customs Department 

regarding the classification of various articles under the 
New Zealand Tariff :— 





Classified | Rate of duty 
under | under the 

Goods Tariff British 

Item No. | Preferential 

Tariff 

Animal ie ands or tissues, preparations 
made from, viz.: 
Methyl testosterone 
lestosterone propionate 

Antiseptics, viz. : 

Hexylresorcinol pills and tablets re 100 — 

A. & M.S., viz.: 

Bags, and c.; articles for manufacture 
of viz. : Fittings, ornamental (motifs) 
of “ pr *rSspex ” for use in manufacture 
of ladies’ handbags a 

Chemicals used in manufac ture: 98, VIZ. : 
Triisoprapanolamine... i wate 

Cigarette holders, materials for the 
manufacture of, viz.: Vulcanite 
mouthpieces, in the rough, on declar- 
ation by a manufacturer that they 
will Le used by him only in the manu- 
facture of cigarette holders which will 
otherwise be manufactured by him | 
from raw materials produced in | 
New Zealand ee ae ul 448 Free 

Dentists’ materials, viz. : 
Dental alloys - 
Note.—Cancels decision classifying 

‘Dental alloys being metal filings” 
under Tariff Item No. 449 (2)). 

Dental amalgam nae see ste 

Electrical appliances, etc., viz. : 
Surgery, electrical appliances peculiar 

to, viz. : | 
Electrocardiographs, including re- 
cording paper for use therewith — ... 338 (4) a 
Electroencephalographs, including 
recording paper for use therewith ... 338 (4) — 
X-ray apparatus, viz.: ‘son | 
timers for X-ray use. 338 (4) 

Engines specially suited for motor vehicles 
viz. 

( ee and camshaft bearings for 

motor-vehicle engines 

(Note-—The decision on bearings for 
shafting under Tariff Item No.353 (6) 
is intended to relate to ordinary line 
shafting and parts thereof.) 

Machinery, etc., n.e.i., other kinds, viz. : 
Presses, steam-heated, for pressing 

garments or hosiery in factories or 
laundries (Revised Decision) ... 

Medals, badges, and certificates, imported 
by the undermentioned soc iety for 
distribution to members only, and not 
for sale to the public, viz. : 

Salvation Army Torchbearer Group 
movement (badges only) 

Surgeons’ appliances, etc., viz. : 
instruments and appliances, surgical, 
viz. : 

X rays, appliances peculiar to use in 
connection with, viz. : 
Dosage meters, for measuring and 
recording the dosage of X-ray units 
administered to patients .. 
Minometers, for measuring scatter- 
ed radiation from X-ray apparatus 

Timber, viz. : 

Acacialubec ; Tamanou (Calophyllum 

sp.); Bois Noir; Kohu; Naiouli 

(Melaleuca sp.); Kaori (Agathis sp.) ; | 339 (1) (a) _ 

Chene Gomme (Stermonotis tanifera) ; or 

Houpe ia Nek .-» | 404 (1) (a) — 

Vitamins, viz.: 
Yolic acid 


120 (1) _ 
120(1) | — 





448 Free 


448 ree 





353 (6) (b) — 


134 (2) 


134 (2) ~ 


120 (3) — 

















The decisions which classified the following substances 
under Tariff Item 121(1) are cancelled, the preparations 
concerned being covered by the provisions of the Customs 


Duty (Synthetic Substitutes) Order, 1946 :— 
Gestone-Oral Aceto Menaphthonum 
Progesteral Menapthonum 
Stilboestrol 


The Customs Duty (Synthetic Substitutes) Order, 1946 
provides that the substances referred to in Column 1 
of the Schedule shown below shall be liable to duty at the 
rate chargeable on the goods for which they are respectively 
a substitute, as set out in Column 2. 

Such goods are admitted free of duty under the British 
Preferential Tariff. 


Column 1 Column 2 


—_— 


irations made from animal 


jenestrol (dihydroxy-diphenyl- | Prep: 
hexadine), Hexoestrol (dilhyd- glands or tissues, viz. : 
roxy-diphenyl-hexane), — Stil- The natural ovarian follicular 


hormone, ‘‘ Oestrone.” 
The natural hormone “ Prog- 
esterone,” obtained from 


boestrol (dihydroxy-diethyl- | 

stilbene) and its esters. 
Pregneninolone (anhydro-hydroxy 

progesterone). corpus luteum tissue. 
Menaphthone (methyl-naphtha- | Vitamin K. 

quinone). 





N.Z. Import Licensing—Eleventh 
Period 


The Board of Trade have received information from 
H.M. ‘Trade Commissioner, Wellington, that the 
following amendments have been made to the Import 
Licensing Schedule for the 1947 period (see also the Board 
of Trade Journal of March 8, 1947, page 350, and previous 
notices) :— 


Tariff Item 
No. 
Ex. 389 Built-up Motor Cars from the United Kingdom. Yt has 
(a) been decided that the importation of built up motor 
cars from the United Kingdom will be permitted 
under 1947 licences issued in respect of unassembled 
cars from that source, for the full period of such 
licences. (This modifies the decision published in 
the Board of Trade Journal of February 1, 1947, page 
200.) 


Ex. 449 Chou Moellier, mangel and lucerne seed.— Consideration is 
(2) being given to applications for licences to import chou 
moellier, mangel and lucerne seed. Licences issued in 
respect of these seeds will be valid for imports up to 
December 31 next but in the event of importation not 
being made by that date consideration will be given to 
permitting importation in 1948 if evidence is produced 
to show that the seed was actually shipped not later 
than 30 November, 1947, in the case of chou moellier 
and mangel seed, and December 31, 1947, in the case of 

lucerne seed. 





Canada 


Goods Made in Canada: H.M. Senior Trade Commis- 
sioner in Ottawa has forwarded copies of Memoranda 
Series D, No. 51, M.C.R. 73 and 63 Supplement No. 1, dated 
February 17 and 20, 1947, respectively, which contain the 
following information :— 

Memorandum Series D No. 51, M.C.R. 73, states that 
electrical panel indicating instruments under 4 in. (not 
including electrical panel instruments for use on motor 
vehicles, aircraft and ships) have now been ruled to be of a 
class or kind made in Canada, with effect three weeks from 
the date of the memorandum. 

Memorandum Series D, No. 51, M.C.R. 63, Supplement 
No. 1, states that wire drawing machines, designed for 
drawing non-ferrous wire (other than tungsten, molybdenum 
and platinum) having a maximum entering size of No. 10 
Imper ial Standard Gauge (0-12849 inch) are no longer made 
in Canada and have now been ruled to be of a class or kind 
not made in Canada with effect from February 20, 1947. 

(Notice in Board of Trade Journal, July 21, 1945, page 
333 is cancelled.) 
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Turkey Import Restrictions : With reference to the notice under 


Amended Import Regulations: A despatch recently 
received from H.M. Embassy at Ankara reports that the 
following goods have been added to the list of products for 
which Turkish Import Permits will be granted (see Board 
of Trade Journal of July 20, 1946, page 947, and subsequent 
modifications) :— 


Tariff No. Item 
—_— | - - _ _ 
64 | Catgut for rackets. 
144 Braces, garters, hygienic corsets, abdominal belts, sus- 


penders, elastic stockings, woven of natural or artificial 


ed 


silk or of mixed natural and artificial silk. 





173 | Only: Dextrine. 

205 | Only: Malt extract. 

277 | Gum arabic, gum aloes, gum elastic, shellac powder. 

341 | Cardboard. 

115 | Only: Fishing nets. 

515 Glass powder. 

517 | Ferro-alloys of all kinds. 

518 Only: Powdered iron. 

552 | Steam kitchen ovens. 

553 | Only: Numberers for bookbinders, paper-staples and 
their machines. 

554 Only : Copper allovs. 

556/b Copper, brass and bronze in sheets. 

569 Rivets. 

572 Only: Powdered lead. 

581 | Only : Powdered nickel. 

598 Barometers, logs and other instruments with clockwork 
| movements not specially mentioned in the tariff, and 
| their constituent parts. 

631 Only: Fire extinguishers and parts. 

674 Wagons and wagonettes for merchandise, not running on 

rails, 

679 Cycles (whatever be the number of wheels), with the 
exception of toy cycles, including cycles for carrying 
postal parcels, ete. 

861 Only: Carnauba wax. 


India 

Import Trade Control: Information has been received 
from the India Supply Commission that the Government of 
India on March 14 announced the cancellation forthwith of 
Open General Licence No. VIII (see Board of Trade Journal 
of October 5, 1946, page 1380). Any goods shipped prior to 
March 31 next which were covered by Open General Licence 
VIIL before its cancellation, will be permitted importation 
into India without Import Licence. 


Argentina 

Proposed reform of Argentine Customs Tariff. With refer- 
ence to the notice under the above heading in the Board of 
Trade Journal, April 6, 1946 (page 408) H.M. Ambassador 
at Buenos Aires now reports that the new Customs Law 
was passed by the Chamber of Deputies on February 14; 
this Bill has not, however, yet become law. 

The nomenclature recommended by the Committee of 
[Experts of the former League of Nations will be used in 
the new import tariff. The gold peso valuations and 
duties of the present tariff will be adapted to the new 
nomenclature and converted into specific or consolidated 
duties in Argentine currency. After suitable publicity 
the new tariff will be brought into force 90 days after the 
decree approving it is published in the Official Gazette. 
The new tariff will be modified from time to time to keep 
itup todate. Authority is given to the Executive Power to 
increase or reduce existing duties up to 50 per cent. and to 
impose new duties of up to 25 per cent. on goods which 
were free of duty at the time of landing. Authority is also 
given to the Executive Power to increase duties by 100 per 
cent. in case of real emergency. The object of these 
provisions is to protect Argentine industries and prevent 
dumping of foreign merchandise. These special duties will 
come into force 60 days after their publication in the 
Official Gazette. 

It would, therefore, be advisable for exporters to keep 
in close touch through their agents in Argentina with 
the Customs Tariff position in that country. 


the above heading in the Board of Trade Journal, March 15 
(page 400), the Minister (Commercial) at H.M. Embassy, 
Buenos Aires, has reported the issue by the Central Bank ofa 
Circular (No. 655), dated February 26, which suspends ag 
from that date and until further notice the grant of exchange 
permits for the importation of refrigerators into Argentina, 





Trinidad 

Customs Tariff Modifications: The Trinidad Royal 
Gazette, of January 31, 1947, contains a copy of a notice 
which provides for the following amendments to the 
Trinidad Customs Tariff as from January 3, 1947 :— 


Dritish 
Preferential | 
Tariff | 


General 
Tariff 


Article 


SS MPIRITS: 
1) Brandy: Imported — in 
bottle and not overproof 


$9-74 per liquid | 


| 
| 
| $10-94 per liquid 
gallon 
| 
| 
| 
| 


gallon 


$12-94 per proof 


I 


All other $i1-74 per proof 


gallon gallon 
(6) Gin: Imported in bottle 
and not overproof $9-74 per liquid | $10-34 per liquid 
gallon | gallon 
All other ... $11-74 per proof | $12-34 per proof 
gallon | gallon 
(ce) Whisky: Imported in 
bottle and not overproof 


$9-74 per liquid | $10-34 per liquid 


gallon gallon 
All other ... $11-74 per proof | $12-34 per proof 


gallon gallon 


(7) Rum: Imported in bottle 


and not ov erproof $5-10 per liquid $5-95 per tig Lidl 


gallon gallon 
All other ... . | $6-24 per proof | $7-13 per proof 
| gallon callon 





import Licensing in Iraq. 


Further to the notice which appeared in the Board of 


Trade Journal of December 14, 1946, His Majesty’s Com- 


mercial Counsellor in Iraq has now advised the Board of 


Trade that import licences are not required to cover imports 
into Iraq from the United Kingdom of the following 
items :— 
Manufactured products containing sugar; jute and jute 
products and Vitamin A oil. 


Southern Rhodesia 


Rebate of Customs Duties : The Southern Rhodesia Gazette 
of February 14, 1947, contains a copy of Government Notice 
No. 1388 which provides for a rebate or refund on first 
importation or, when taken out of Bond, of the whole of the 
Customs duties on polishing pastes, plastic handles and salts 
for electroplating to be used in the manufacture of cutlery. 

This amends Government Notice No. 227 of 1939 by the 
addition of the following paragraph D :— 

Cutlery Manufacturing Industry : 

Polishing pastes, plastic handles and salts for electro- 

plating. 


Chile 


Shortage of Foreign Exchange: United Kingdom 
exporters are warned that owing to shortage of foreign 
exchange in Chile, difficulties may be expected in securing 
payment for goods sent to that country. Possession of an 
import licenee by a Chilean importer does not carry with it 
any guarantee that foreign exchange will be available to 
pay for the goods imported and exporters in the United 
Kingdom are advised that goods are best shipped only 
against irrevocable credits. 


| ae Op ee On 


THE ALL-BRITISH “MULTI” PLY PAPER SACKS FOR HOME AND EXPORT. 


BARYTES 
FIRE CLAY 
CHINA CLAY 


Se) ee ©) 
STONE DUST 
MINERALS 
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CHEMICALS 
COLOURS 


H 
66a, FENCHURCH STREET, LONDON, E.C.3. 


COAL 
ey NGRES 
COKE 


On we} 
CATTLE FOOD 
SOAP POWDER 


FLOUR 
SALT 
ec oleey\ 


ADDON HOUSE 


Telephone: 
ROYAL 7712 (3. lines) 








(Cus 


Th 
inter 
/ 
Th 
(a) 


(b) 





947 


nder 
h 15 
SSY, 
ofa 
S as 
unge 
ina, 


yal 
t ice 
the 


uid 


¢ 
0) 


of 
ts 
ig 





22 March 1947 THE BOARD OF TRADE JOURNAL 447 


Revised Kenya Customs Tariff 


HE Board of Trade have received notification of the Customs 1 Tariff Ordinance, 1946, which provides for the following 
new Schedule of customs duties in Kenya, effective from October 23, 1946. 
This Ordinance repeals the Customs Tariff Ordinance, 1930, section 2 of, and the Schedule to, the War Revenue 
(Customs and Excise Duties) Ordinance, 1941, and the Customs Tariff (Amendment) Ordinance, 1946. 


Y 
SCHEDULE 
INTERPRETATION. 
The headings of the respective classes in this Schedule are used only for convenience of classification, and shall not in any way affect the 
interpretation of the Tariff. 

““n.e.e.”? means “ not elsewhere enumerated.” 

The term ‘in bulk ” when it appears in the Tariff, means— 

(a) goods loose without packing, or loose in barrels, casks, or any other single outside package, but not including goods imported by parcel 

post > 

(b) when in internal packages, that the net contents of any immediate container of goods weigh not less than ten pounds or measure not 

less than one imperial gallon. 

Goods chargeable with duty by weight shall, except where otherwise provided for, be charged with duty on the net weight, which may 
be arrived at either by weighing net, or deducting from the gross weight the actual tare or an average tare agreed to by the importer. 

Tins, jars, bottles and other receptacles of reputed weight or content shall be deemed to be not less than such weight or content. 

Twenty-four reputed half-pints, twelve reputed pints, six reputed quarts, or four reputed imperial quarts shall be deemed to be not less 
than one gallon. 

Cement in packages of not less than 350 lbs. and not more than 400 Ibs. shall be deemed to be 400 Ibs. 

Oils and motor spirits in ordinary reputed two five-American-gallon or ten one-American-gallon tins shall be deemed to be not less than 
eight and one-third imperial gallons, and two reputed four-gallon tins shall be deemed to be not less than eight imperial gallons. 

‘ Proof” shall mean the strength of proof as ascertained by Sikes’s hydrometer. 

‘ Proof spirits ’’ shall mean spirits which, at a temperature of 51 degrees Fahrenheit, weigh 12/13ths of an equal volume of distilled water 

I I > » Wel; { 
at the same temperature. 

A complete article imported in an unassembled condition, except where specially provided for, shall be liable to the 
would be applicable to that article if imported in a fully set up condition, notwithstanding that the constituent parts are packed separately 
and are separately provided for elsewhere in the ‘Tariff. 

Integral parts of an article which is liable to an ad valorem duty or is free of duty, imported for replacement purposes, or as spare parts, 
shall be liable to the same rate of duty as the article itself, or free of duty, as the case may be, unless they are specifically excluded, or 
provided for elsewhere, in the Tariff. 


rate of duty whicla 


CLASS I.—ANIMALS, AGRICULTURAL AND PASTORAL PRODUCTS, FOODSTUFFS 








Item Article | Duty 
Sh. cts. 
1 } Animals, living— . 
(a) Cattle for slaughter .. ae pas ov ss ... | Each _ as an ee ‘ih was 22 00 
(b) Sheep and goats for sl: vughter rr xe aes Kach si ez ee — aia Su 3 30 
(c) Other, including — oe ona ae cis si ... | Free. 
2 | Bacon and ham er dials ~~ as aes ... | Ad valorem 30 per cent. (plus a suspended duty | 
of 10 per cent. ad valorem) é of = 
3 Biscuits Ad valorem 30 per cent. |= 
4 | (a) Bones, ivory, hoofs, horns, skins, and tee th, ‘bei ‘ing parts of animals, 
fishes and reptiles, not being manufactured, polishe -d, dressed or 
further prepared than dried or cleaned, but in their raw and un- 
manufactured state Free. 
(6) Hog casings (sausage skins) Free. 
(c) Ornamental feathers, n.e.e. Ad valorem 40 per cent. ... — 


5 | Butter Ad valorem 30 per cent. (plus a suspended duty 

of 10 per cent. ad valorem)... — 

6 | Cheese any es ae vr oe =e ce oe ... | Ad valorem 40 per cent. (plus a suspe snded duty 

of 10 per cent. ad valorem)... me of 

7 | Corn, grain and pulse (not including infants’ foods, patent or pro- 

prictary foods, or corn, grain, or pulse prepared as vegetables) :— 
(a) Wheat 

(i) In the grain 





Per 100 pounds... aa ne 3 30 
(plus a suspended duty of Sh. 1/50 per 
100 pounds). 








Per 100 pounds 


(i) Dhall on “ee : 
Ad valorem 30 per cent. ... “ee Be soe _— 


(ii) Other a ; including meal and flour ae 


8 | Cotton, raw ... : Free. 
9 | Extracts and essences 3 of all ‘kinds for food and flavouring ah Ad valorem 30 per cent. ... o oe aia 


| 
| 
(ii) Ground or otherwise prepared | Per 100 pounds Pee ads sien vee | 3 30 
(plus a suspended duty of Sh. 3. per | 
100 pounds). 
(iii) Bran, wheaten | Ad valorem 22 per cent. | - 
(b) Rice— | 
(i) In the grain Per 100 pounds as re rer | 8 00 
(plus a suspended duty of Sh. 2 per 
100 pounds). 
(ii) Otherwise prepared Ad valorem 40 per cent. ... os see aoe — 
(c) Maize— 
(i) In the grain Free (plus a suspended duty of 20 per cent. | 
ad valorem). | 
(ii) Meal ae sis ee er mae a9 ae ... | Free (plus a suspended duty of 20 per cent. | 
| ad valorem). | 
(iii) Otherwise prepared | 4 Ad valorem 40 per cent. — 
(d) Other corn and grain aoe ‘vd ie ia% _ ... | Ad valorem 30 per cent. ... aa ve wef oo 
g | I | 
(e) Pulse— | | 
as oo ve | 6 00 
| 
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Article 


Fish— 
(a) Fresh, of East Africa taking 
(b) Fry and ova ... ' 
(c) Salted, dried, or p reserved by cold process 


(d) Other ... 
Foc ds 
(a) Specially prepared for infants, but not including virol, roboleine 
and similar tonic foods is coe 7 se bots ees 
(b) Tonic and similar foods, e.g. Ovi altine, roboleine, virol, and 
similar pre par: ations, not be ‘ing medicines 
(c) Codliver oil and cod liver oil and malt extra cts 
Fruits and vegetables— 
(a) Fresh or green, n.e.e 
(b) Currants, dried, wi itho ut sugar 
(c) Dates, imported in bulk 


(d) Other fruits and vegetabl 
Garlic eax _ si 
Ghee, and ghee substitutes 


Hops, in bulk 
Malt, 
Milk 

(a) Condensed, 


condensed, and worts, for the brewing of beer 


desiccated, or preserved, n.e.e. 


(b) Cream 
Onions, not pres served me an cae one ae eee a 
Poultry grit and spice, bone meal and bone flour, mineral] mixtures for 
stock feeding which contain 70 per cent. of one or more of the 
following ingredients : 
Calcium, phosphoric oxide, iron, iodine 
Rennet 
Salt— 
(a) Rock or crushed rock salt, imported in bulk 
(6) Common, n.e.e., imported in bulk ‘ 
(c) Curing or dairy. imported in bulk 
(d) Other ... 
Seeds, bulbs, pl lants, ‘tre es and tube TS, for pk anting or sowing “only 
Sugar, refined or unrefined, including jaggery 


Tea 





CLASS II.—ALES, WINES, SPIRITS AND 


Ale, beer, cider, perry and stout, all meet of a strength exceeding 3 ame 
cent. of proof spirit a 
Beverages, cordials and syrups, N.€.€., not exceeding 3 per ‘cent. of 
proof spirit _— _— eee con eee ave ove 
Spirits— 
(a) Perfumed 


(b) Liqueurs, cordials and mixed anit spirits, exceeding 3 per 
cent. of proof spirit .. . 

(c) Other potable spirits exceeding | 3 per cent. of proof spirit, 

brandy, whisky, rum, gin, geneva, and rectified spirits, n.e.e. 
ee No allowance will be made for under-proof in excess of 
124 per cent.) 

(d) Methylated and denatured spirits, not _ able, and not in- 
cluding power alcohol - suk sk ee 

(e) Power alcohol, not potable - 

(f) Toilet preparations, essences and tinctures, N.€.€., containing 
over 3 per cent. of proof spirit, but not including tooth washes 
and dentifrices 

(g) Wood naphtha, py ridine and similar denaturants 

(hk) Spirituous tooth washes and dentifrices 

(t) Rectified spirits to be used solely in the compounding 0 of drugs 
and medicines . ~ — 5 ose 

Waters, mineral, aerated and table— 

(a) In bottles, each not more than one reputed half-pint 

(6) In bottles, each more than one reputed half-pint and not more 
than one reputed pint : 

(c) In bottles, each more than one reputed pint and not more than 
one reputed quart 

(d) In other containers or larger’ bottles 

Wines— 
(a) Vermouth ... sae 
(6) Other still wines, n.e.e.— 
(i) Imported in bottle 


€.2., 


(ii) Imported in casks or other containers of five gallons or over 


(c) Sparkling wines— 
(i) Champagne 


(ii) Other 


(d) Sacramental wine, on proof to the satisfaction of the Commis- 
sioner of Customs that it is imported for use as such és 
(Notr.—Wines containing less than 3 per cent. of proof spirits are not 
included in the above and wines containing more than 50 per cent. 
of proof spirit shall be classed as spirits.) 





Duty 





Free. 

Free 

Per 100 pounds 
(or 22 per cent. ad ve lorem, whichever i is the 
greater). 


Ad valorem 30 per cent. 


Ad valorem 11 per cent. 


99 


Ad valorem 22 per cent. 
Ad valorem 11 per cent. 


Free. 

Per 100 pounds 

Per 100 pounds 

Ad valorem 22 per cent. 

Per 100 pounds 

Per pound 

(plus a suspende d ‘duty “of C ts. 
Ad valorem 11 per cent. 

1 valorem 11 per ce nt. 


15 per pound). 
At 
Per 100 pounds 

(or 22 per cent. 

greater). 

Per pound 
Per 100 pounds 


ad valorem whichever is the 


Free. 
Free. 


Free. 

Per 100 pounds 

Free. 

Ad valorem 40 per cent. 

Free. 

Per 100 pounds 
(plus a suspended 
100 pounds). 

Per pound ... 


BEVERAGES. 


duty of Sh. 6 per 


Per imperial gallon 
Per imperial gallon 
Per imperial gallon 


(or 60 per cent. 
greater). 


ad valorem whichever is 


Per imperial gallon 


Per proof gallon 


Per imperial gallon 
Per imperial gallon 


Ad valorem 60 per cent. 
Free. 
Ad valorem 40 per cent. 


Free. 
Per dozen bottles 
Per dozen bottles 


Per dozen bottles ... 
Per imperial gallon 


Per imperial gallon 


Per imperial gallon 
(or 55 per cent. 
greater). 

Per imperial gallon 
(or 55 per cent. 
greater). 

Per imperial gallon 
(or 55 per cent. 
greater). 

Per imperial gallon 
(or 55 per cent. 
greater). 


ad valorem whichever 


ad valorem, whichever 
ad valorem, whichever 
whichever 


ad valorem, 


Free. 








Sh. cts, 


2 20 


11 00 


1 00 


2 9 
od oV 


2 00 


12 00 


1 0U 


5 00 
§ OO 


120 00 


66 00 


37 «00 


9 1) 


60 


1 50 
3 00 


6 00 
3 00 


9 90 


9 90 
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CLASS III.—TOBACCO AND MANUFACTURES THEREOF 
Item Article | Duty 
| Sh. cts. 
30 | Cigars, cheroots and cigarillos ... is ae se aoe ... | Per pound es re ae ar ae | 22 00 
31 Cigarettes - : Per pound aa nes si on «| 16 50 
32 | Snuff os | Per pound és ia cout 1 ae 
33. | Tobacco, manufactured, N.€.e. Per pound aes ix aks me a 16 50 
34 | Tobacco, unmanufactured | Per pound | 5 00 
CLASS IV.—TEXTILES, APPAREL, YARNS AND FIBRES 
35 Bags and bagging (not including paper or leather bags), and hessian 
and sacking in the piece (not including matting), for the packing for 
wholesale distribution or export of local — or manufactures | Free. 
36 3ands and belting for driving machinery soa} Aree. | 
37 Battery cloth and baize, bolting cloth, gauze, “matting sieving and 
screening for use in connection with machinery, br: ttice -cloth, filter- | 
cloth, filter pulp and mill silk ... ee eas See cai ... | Free. 
38 | Clothing and apparel, n.e.e., second-hand (reconditioned or otherwise) 
for sale ave ae ae ie ses ae ... | Ad valorem 60 per cent. = 
39 Apparel and blanke ts. 
(i) Blankets is tae ea Pou a ie ae ... | Each . sas Pe — ae vis 33 
(or 22 per cent. ad valorem, whichever is 
higher). 
(ii) Boots and shoes of which the soles are made of rubber and the 
uppers of canvas and/or leather ... un a cas se | Perpair os. iia sae +¥e iv 7 it 
(or 22 per cent. ad valorem, whichever is | 
higher). 
(iii) Cardigans, jerseys and pullovers ... aa aaa ses ... | Each ane wits ane na st id 38} 
(or 22 per cent. ad valorem, whichever is 
higher). 
(iv) Shirts or sae ts em cut a se --- | Each cia ii je eva aie mae 38} 
(cr 22 per cent. ad valorem, whichever is 
higher). 
(v) Singlets sae ies si “as as a ie .-- | Each a i 9 iva ae se 22 
(or 22 per cent. ad valorem, whichever is 
higher). 
(vi) Socks and stockings oa sue pee nen “ee sos} POR Dae se mee ae dst ag iis 164 
(or 22 per cent. ad valorem, whichever is 
higher). 
40 | Coco-nut and fibre matting in the roll, not being mats or interior floor 
coverings ... aa we a “as ae aes ee --- | Ad valorem 11 per cent. ... ae ees Sue _— 
4] Piece goods— 
(a) Cotton, grey and unbleached, not elsewhere specified ... ... | Per square yard a wr a ca 11 
(or 22 per cent. ad valorem, whichever is 
higher). 
(b) Other (including scarves, shukas, chadders, khangas, bedspreads 
and the like) made of cotton or admixtures of cotton with other 
material not elsewhere specified... are i ve ... | Per square yard oes ion re aaa 13} 
(or 22 per cent. ad valorem, whichever is 
higher). 
(c) Made of silk or artificial silk or of materials containing silk or 
artificial silk ... oe ies bas as ea ae ... | Per square yard : wes ans 40 
(or 40 per cent. ad valorem, whichever is 
higher). 
42 | Dressings, surgical, imported as such ... <a rr eee «-- | Free. 
43 | Nets and netting (not wire)— 
(a) Fishing nets (not including anglers’ landing nae iis ove. | Bree, 
(6) Fruit-tree and seed-bed netting ... et ae eas -.. | Free. 
(c) Mosquito nets and netting ... oa eee te “ee --- | Free. 
44 | Rope and cordage— 
(a) Driving ropes for machinery : ae aa sae . | Free. 
(b) Baling rope, for the packing of produce inn iam en sos | BOO, 
(c) Seaming and binder twine ; harvest yarn ae se .-. | Free. 
CLASS V.—METALS, METAL MANUFACTURES, MACHINERY AND VEHICLES 
45 | Airships, acroplanes and other aircraft and ss parts and 
accessories thereof re os re ... | Free. 
46 Bolts, nuts, nails, screws, rivets, hinges and was shers ae Ad valorem 10 per cent. ... Pe ae — 
47 Buckets, dustbins, incinerators, destruc ‘tors and similar appliances 
and apparatus, imported for public services in connection with the 
collection and disposal of refuse oe ye Be aoe ... | Free. 
48 Builders’ requisites and materials (metal)— 
(a) Buildings, complete, imported in sections par oe ... | Ad valorem 10 per cent. —_ 
(b) Metal windows, doors and house frames ... ase ee ... | Ad valorem 10 per cent. _ 
(c) Gutterings, ridgings, ventilators ... ay Ad valorem 10 per cent. —_ 
(d) Casement stays, door handles, door closers, finger ‘pl: ates, 
latches, rim and mortice locks and lock furniture, and similar 
door and window furniture, but not including padlocks ... | Ad valorem 10 per cent. ... ire ee wo | 
(e) Sanitary and lavatory appliances (metal): lavatories, sinks, 
water-closets, baths, ge ysers, cisterns, and taps, plugs, traps, 
overflows and other fittings, therefor Sai a on ... | Ad valorem 10 per cent. — 
(f) Lifts, passenger, including the gates oa oe ... | Ad valorem 10 per cent. .., - 
(g) Concrete reinforcing metal ; expanded motel ae ae ... | Ad valorem 10 per cent. — 
49 Bullion in the bar or sheet; coin and specie... ey ea ... | Free. 
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Class V.—Metals, Metal Manufactures, Machinery and Vehicles—(conlinued) 
! 
Item | Article Duty 
Sh. cts. Iter 
50 | Carts, carriages and wheeled vehicles, not self-propelled— a 
| (a) Agricultural wagons, carts and trailers, and parts thereof --. | Free. 5G 
(b) Wheelbarrows, sack-trucks, and hand-trolleys = ... | Free. 
| (c) Tar and pitch boilers, street-spraying machines, and similar 
vehicles ordinarily employed in the construction and main- 
tenance of roads " ee oe ae * “ ... | Free. 
(d) Carts and trailers, imported for public services in connection 
with the collection and disposal of refuse ae Ke -»- | Free. 
(e) Bicycles and tricycles, n.e.e. Each = ae = eee ai a 13 20 
| (or 22 per cent. ad valorem, whichever is 
| higher). 
({) Parts and accessories of bicycles and tricycles (not including | 
| rubber tyres or tubes when imported separately), viz. :— 
| (i) Frames, including front fork and back stay | Each on i me = see apa 6 60 
| | (or 22 per cent. ad valorem, whichever is 
| higher). 
| (ii) Frames, excluding front fork and back stay | Each ik ees oe er ny bee 4 40 
| (or 22 per cent. ad valorem, whichever is 
higher). 
(iii) Front forks | Each os ae isn aa eee ah 1 373 
| (or 22 per cent. ad valorem, whichever is : 
| higher). 
(iv) Back stays | Each = =e ae pas eae _— 821 
| (or 22 per cent. ad valorem, whichever is ° 
| | higher). 
(v) Handle bars (with fittings or otherwise) | Bach hs iy a ate _ ae: l 65 
| | (or 22 per cent. ad valorem, whichever is 60 
| higher). 
(vi) Saddles... | Kach ae se ae ss _ me 1 10 
| (or 22 per cent. ad valorem, whichever is 
| higher). 61 
(vii) Rims | Each ss = ab ids _ J 44 62 
(or 22 per cent. ad valorem, whichever is 
| higher). 
(viii) Chains ... ss re ~— ae ae eb .-» | Each 5 ae ee sie - ae 44 
(or 22 per cent. ad valorem, whichever is 
higher). 
Other parts bes v0 oes oes tee eee ... | Ad valorem 22 per cent. ... oon em ai — 

(g) Kickshaws and carriages, not including baby carriages, and 63 
parts and accessories thereof (not including rubber tyres or - 
tubes when imported separately) ... = a — ... | Ad valorem 22 per cent. ... ee sae fae “— 

(k) Other wheeled vehicles, n.e.e., and parts and accessories thereof 
(not including rubber tyres and tubes imported separately) ... | Ad valorem 16} per cent. oa ve oan — 

51 Chains : trek, hauling or hoisting chains, and shackles therefor, not 
| including anti-skid chains for motor and steam vehicles... ... | Free. 
52 | Cranes, hoists, winches, chain pulleys, bucket and gravity conveyors 64 
and completed parts thereof, including slings on — ve | Free. : 
. 2s . ° ° ° bo 
53 Cylinders for use, or in use, as containers for compressed gas, not being | 
| parts of gas lighting apparatus | Free. 6G 
54 | Fen ing material: gates, hurdles, posts, standards, strainers, staples, | = 
| winders, and other materials or fasteners ordinarily used for agri- 
cultural or railway fencing | Free 
55 | Filters, not being parts of motor vehicles, for the purification or soften- | 
ing of water, or for use in connection with machinery for manu- 
| facturing or industrial purposes bi ae — bhi -.. | Free 
aail 68 
56 Fire escapes, fire engines and fire extinguishing apparatus, and parts Gi 
and refills therefor ~ — i bak ™_ onl ies | Free 
57 Gauze, metal; sieving and screening of metal for use in connection | 
with machinery ; Free 
| | 9 
58 Machinery, apparatus, appliances and implements (not specially | vt 
| provided for, and not including material, domestic machines or | ig 
| vehicles) | 
| (a) For agricultural, dairying or water-boring purposes _... ... | Free. = 
(b) For mining purposes, n.e.e. see ess — oe -.. | Free do 
(c) Fixed plant and machinery for factory installation and for | 
| manufacturing and industrial purposes, but not including | | ” 
| structural steelwork for staging and platforms | Free 7 
(d) Presses for produce, and parts thereof ; ce Ire 
| (ec) Pumps and rams for water supply, sewerage, drainage or irriga- | 
tion see bes ove ose ove ares snk -.. | Free. 
(f) Lawn mowers, garden shears, garden and path rollers, watering | 
cans, and similar horticultural and gardening requisites ... | Ad valorem 10 per cent. ... ee Sop see — 74 
| (g) Mechanics’ and artisans’ tools, being tools ordinarily used by : 
mechanics or artisans, and not being agricultural implements or | 1 
machine tools ss — es kis Ks See ... | Ad valorem 10 per cent. ... — oe 
| (hk) Machinery, apparatus, appliances and instruments (not including 
tools, or domestic or toilet machines, or appliances elsewhere | 
provided for) and electrical material used in connection there- 
with, for the generation, storage, transmission, distribution of, 
or lighting by, gas or electric power, and parts thereof, but not 
including electroliers, gasoliers, lamps, lamp-shades or reflectors, 
portable batteries or electrical appliances for use in connection 
with vehicles ci et cis os ee we ... | Free. ¥ 

(i) Other, for manufacturing or industrial purposes, including 
machine tools, but not including structural steelwork for 
staging and platforms Free. —_ 
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— Class V.—Metals, Metal Manufactures, Machinery and Vehicles—(continued) 
sts, Item Article Duty 
| | | Sh cts 
59 | Metals— | 
| (a) Aluminium, in plain,- perforated or ‘erga sheets, or in | | 
| strips, but otherwise unmanufactured | Ad valorem 10 per cent. ... -e 7 Py ae 
(b) Brass, bronze, copper and ne metal, in 1 plain or per r- 
forated sheets or in strips, but otherwise unmanufactured — ... | Ad valorem 10 per cent. | - 
| (c) Iron and steel— 
{ (i) Plates and sheets, plain, corrugated, perforated, galvanized | 
20 or — including plates covered with lead, tin or 
zine, n.e. , aie ve ... | Ad valorem 10 per cent. ... wes a - - 
(ii) Angle, ‘a channel, rod, hoop, i, Ds , and similar iron and 
steel, not worked or fabricated and not elsewhere enumer- 
: ated : ae soe ae sa #55 tee ... | Ad valorem 10 per cent. 
W) (ili) Fabric: ted girders and fabricated steelwork for buildings 
and bridges not elsewher¢ ern structural steelwork 
for staging and platforms oe Ad valorem 10 per cent. ... acs = ita - 
LO (iv) Hoop iron for the baling of produce, i ‘and fasteners the re fo wr | Free. | 
(d) Lead: bar, sheet and strip oe ye re oie ... | Ad valorem 10 per cent. ... a wee — - 
= (e) Tin and zinc: plate, n.e.e., bar, sheet, plain or perforated but 
74 otherwise unmanufactured ... — site ose eae .-. | Ad valorem 10 per cent. 
| (f) Zinc: fume, dust and shavings ... ms aC ds --. | Free. 
ee | (g) Mercury and its compounds ea ... | Free. 
a3 (h) Metals, of all sorts, n.e.e., including brazing and soldering alloys, 
| in plates, sheets, rods, bars, blocks, ingots or pigs aw ... | Ad valorem 10 per cent. ... ‘is re due] . 
; | (i) Metalliferous ores... 0s. sse testes nee eee | Free, | 
) | (j) Linotype metal ‘i Free. 

60 | Metal signs or name plates be aring any commercial adve rtisement or 
name and qualifications or profe ‘ssional attainments of the i importer ; 

Y metal licence plates and — imported bed or on behalf of a 
municipality or other public body oe ... | Free. 

61 Memorial tablets and brasses, engraved ; orname ents for graves éoe.'|| LORS 

t 62 (a) Motor cars, motor and steam lorries of a carrying capacity of less 
than 3,000 lb., motor cycles and other mec shanic sally prope lled road 
vehicles, and chassis aera N.€.e., ne with their appropriate 
t initial equip ment ‘ Ad valorem 16} per cent. ei sai eg 
(b) Motor and steam lorries of a carrying cap acity of 3,000 ‘lb. and | 
over, and chassis thereof, n.e.e., together with their appropriate | 
initial equipment Se Free. 

63 Motor and steam road and farm trac tors ‘and traile TS the re for ; stone | 
crushers, road rollers, graders, and scarifiers, road sweepers and 
sprayers and other mechanically propelled engines, machines and | 
vehicles ordinarily employed in the construction and maintenance 
of roads; motor ambulances; parts and accessories therefor, but | 
not including lamps, bulbs, batteries, magnetos, ignition coils, } 
sparking plugs, and rubber tyres and _— when imported 
separately Free. | 

64 Motor vehicle and motor ¢ engine ‘parts and accessories, , not ‘specially 
chloe sd for ; ifs fs it me ... | Ad valorem 16} per cent. isn eae es - 

65 -acking and lagging for engines, ‘machinery, piping and buildings, 
nN.e.e. : oe ... | Ad valorem 10 per cent. ... ens aa os. ae 

66 Pickaxes, crow whars, ‘shove Is, carth- pans, axes and hatchet, 1.e.e. ... | Ad valorem 10 per cent. ... ae wes nee ~ 

67 Pipes, piping, tubes and fittings (metal) 

(a) tor gas, steam, drainage, water supply, sewerage, irrigation, or | 
in manufacturing or industrial plant, not including down-pipes or | 
guttering, but including meters, culverts, cocks and taps not | 
capable of use as fittings for domestic conveniences, grids, man- | 
hole covers and fittings ds sae wee see “ree ... | Free. 
(b) Down- pipe s, chimney pipes, n.e.e mae sits i ies | Ad valorem 10 per cent. ... jes eae sii - 
(c) Lead piping, not els ewhere provide sd fi r | Ad valorem 10 per cent. ... ve bas aes —_ 

68 Printers’ type, of metal, and electros a ... | Free. 

69 Railway and tramway construction and equipme nt re quisites ; rails, 
sleepers, fastenings for rails and sleepers, switchboxes, culvert tops, 

locomotives and other rolling stock, turntables, signals, weigh- 
—* and similar railway and tramway equipment requisites, 
| n.e Are Free. 
70 Sicilia ting ‘machinery, and mechanic: ally cooled refriger: tor 3 . | Free. 
71 Sprayers, sprinklérs, vermin traps and other apparatus and appliances 
| used for the prevention or destruction of pests, or of diseases in stock, | . 
plants or trees... ae abe ae = rr reo -.- | Bree. | 
72 | Tanks, complete or in sections 
| (a) Imported for use in connection with a public water supply system | Free. | 
|} (6) Other, not elsewhere provided for a ome a ... | Ad valorem 11 per cent. 

73 | Tel graphic and _— phonic materials, equipment and _ instruments | 
imported for ie a public utility company for the construction, | 
working and maintenance of telegr aph or telephone lines, or for the | 
transmission or reception of wireless telegraphy or telephony, but 
not including stationery, or electric batteries suitable for use in | 
motor vehicles ose eee eve eee tea cas és sae Free. 

i4 Weighing and measuring machines and appliances, not elsewhere | 
provided for, including petrol and oil pumps a ste ... | Ad valorem 11 per cent. ... os ae ee Maer 

15 Wire— 

(a) Wire ordinarily used for native adornment— | 

RS — ae ioe oe ee bee ae ea ... | Per 100 pounds _... aug 14 00 

ii) Brass Per 100 pounds _... ee owe | 40 00 

ai Copper jas an Ae owe ie Per 100 pounds | 50 00 

v) Aluminium 5 er back yia ore ... | Per 100 pounds we ; | 50 00 

(b) Stoel wire and lead wire, n.e.e. —... ie a ae ... | Ad valorem 11 per cent. sr oot ve ;— 

(c) Gauze and wire netting... aie tie aoe See s+. | ree. | 
(d) Fencing and baling wire... - ... | Free. | 

%6 | Wire rope, and split links, shackles and thimbles for use in connection 
therewith ... oxi ie ia por «3 a as ... | Free. | 
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CLASS VI.—MINERALS, EARTHENWARE AND GLASSWARE 
Nl a 
Item | Article | Duty Iten 
a, | | Sh. cts, 106 
77. | Asbestos and asbestos cement manufactures, namely sheets, plain or 107 
} corrugated, slates, tiles, ridging and guttering, asbestos washers and 
gaskets, and asbestos pac king — “9 ave ni Ad valorem 10 per cent. ... aie eve eoe — 108 
78 Asphalt and bitumen in bulk a ee se ee Free. . 
79 | Bottles and jars, common, of glass or earthenware, empty, and 106 
siphons ordinarily used for aerated waters, not including sparklet 11 
| and similar siphons ‘ | Free. 11] 
80 | Bricks, slates and tiles for building purpo ‘ | Ad valorem 11 per cent. ... pas wee oe ~— P 
81 Cement | 11 
| (a) Portland and similar cement for building purposes | Per 400 pounds... ee ice 55 on 1 50 
| (b) Cement clinker a“ = = ph — ... | Ad valorem 10 per cent. ... ose oon nen - 
(c) Pudlo, ironite, cementone and similar substances for proofing, | 
hardening or colouring cement | Ad valorem 10 per cent. ‘ 
| (d) Plaster of paris, in bulk | Ad valorem 10 per cent. ... rok ‘se oes — - 
(e) P ut , oe | Ad valorem 10 per cent. ... sae ce ose - j 
82 | Coal, coke and patent fucl.. ; see = ... | Free. uM 
$3 ( seein: cupels, cupelling furnaces, ins got moulds, and furnaces for | 
| roasting minerals... a ws ee x ce ae --- | Eree. 
84 | Emery, corundum, carborundum, and similar abrasives, in bulk or in | ll 
the form of cloth, paper, stones, or wheels; sand-, glass-, and | 11! 
flint-paper ; grindstones and scythe-stones ... ce es vee | Ad valorem 11 per cent. ... sk ah non -- 

85 | Filters os ne a se —s bas see _— ... | Free. 

86 | Firebricks, fireclay, fire cement and furnace cement, not being com- 11 

ponent parts of a furnace or boiler installation imported complete | i 
|} or in sections ee = ae aoe ae — poe ... | Ad valorem 11 per cent. ... oe snp es 

87 | Talc powder, in bulk, not being a toilet preparation | Ad valorem 11 per cent. ... ve ose eis i]! 

88 Glass | 

(a) Illuminated windows imported by or for presentation to any | 
| religious body ae — eS Free. 
(b) Polished plate, not silvered or bevelled | Per square foot... ee RAs a aot 30 
(c) Sheet (plain, clear) eee see =a oe ... | Per 100 square feet Ee 2 00 
(d) Other ... son ee “ as “ we pea ... | Ad valorem 20 per cent. ... nee is =~ -- 
89 | Glassware, china ware and porcelain ware— 
(a) For laboratory use or scientific purposes ... ’ Free. 
(b) Lenses, opticaily ground, for spectacles | Free. 12 
| (c) Other, n.e.e. Ad valorem 20 per cent. ... om ba an 
90 Graphite or plumbago oe se _ aa a ‘i f Ad valorem 11 per cent. ... aS a wis _- 12 
91 | Marble or other stone— | 
(a) In the rough, or sawn hes a ee a | Ad valorem 20 per cent. ... oe ve a oan 
| (b) Tombstones and memorials for graves, engraved with a com- | 
memorative inscription to a deceased person oN Free. 
92 | Pipes, piping and tubes, of earthenware, for drainage, srrigatio n, | 
sewerage, water supply or water pumping, or for use in manufac- 
turing or industrial plant ; coe cen ~ ae = | Free. 
93 Sanitary earthenware, stoneware or porcelain ware; baths, lavatory 
basins, cisterns, water-closets, urinals, and sinks, but not including | 
portable toilet ware .. | Ad valorem 11 per cent. ... es ner ae — 
14 
12 
CLASS VII.—OILS, WAXES, RESINS, PAINTS AND VARNISHES 12 

94 | Ambergris, in the rough ... es se eee = os ... | Ad valorem 55 per cent. ... poe sais os -- : 

95 Belt dressing sce bes ‘i ao bes ... | Ad valorem 11 per cent. ... sete Si ae - 

96 | Grease, axle and lubricating ose cok ie si oe ... | Per pound . : ‘ 05} 1: 
(or 163 per cent. ad valorem, whichever is 1! 
greater). : 

97 Motor spirit, and products ordinarily used as such : benzine, benzoline, I! 

naphtha (not-potable), n.e.e., gasoline, petrol, and petrole um, shale 
and coal tar spirit generally, but not including power paraffin or 
kerosene ... Per imperial gallon at 62°F. ... get sae 50 
98 Oils, essential (natural or ‘synthetic )» and pe fumed, not bei ing me sdi- 
cinal, or for use as food or flavouring . 2s ... | Ad valorem 60 per cent. ... ar — ae — 
99 Oils, heavy, in bulk, for road or pav oment construction —_ oo. | Sree. 
100 Oils, mine val— 
(a) Crude or residual oil, not suitable for purposes of illumination, L: 
in bulk ee - ise ie -_ ... | Free. I 
(b) Oil, kerosene, and pow er paraffin she ee — ... | Per imperial gallon at 62°F. ... or oe 33} 
101 Oil— 1 
(a) Transformer Free. 
(b) Batching, and ingre die nts the reof on proof to the satisfac tion ‘of 
the Commissioner of Customs that they are imported solely for 
use in the manufacture of rope, cordage, twine, sacking or 
similar material Free. 
102 Oils, tar and creosote, in bulk, including solignum and similar sub- 
stances for the preservation of wood, not including wood-preserving 1 
ornamental stains nee “as bie cee ine = ... | Free. 1 
103 Oils— l 
| (a) Lubricating ... bins sae sae See — — ... | Per imperial gallon ; ae ms 44 ] 
(or 163 per cent. ad valorem m, ‘whichever is 
greater). 
(b) Other, n.e.e. ... ‘ se vat ge a ... | Ad valorem 30 per cent. ... ree eee Si _- 
104 Paints, colours, varnishes and drie distemper, red and white lead, 
| enamels, cellulose and similar paints, japan, berlin or brunswick 
| black, lamp black, whiting, liquid size, shellac, french polish, wood ] 
| stains, lacquer, linseed and ncaa oil, terebine, turpentine and 
| turpentine substitutes ... cs oe ats = ... | Ad valorem 11 per cent. ... ove eee ee _ 

105 | Soap, n.e.e., soap powders and extracts | ss ove ove ave ... | Per 100 pounds... one o0e eee eee 10 00 
(or 40 per cent. ad valorem, whichever is 

| greater). 
\ 
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CLASS VIII.—DRUGS, CHEMICALS AND FERTILIZERS 





Article 





Tar and pitch, in bulk er wou mae 

Acetic and other acids, and similar preparations, for use as mediums 
for the disinfection or coagulation of fluid latex 

Animal glans and tissues and their imei toxins and anti- 
toxins ; lymph, sera and baccines ___ ... 

Boiler compositions and preparations for removing scale in boilers 

Disinfectants and germicides 

Drugs, medicated dressings, medicinal preparations, ‘and antiseptics 


Dyes— 
(a) Annatto oh ar oie vee 
(b) Microscopic stains for laboratory work... es a aed 
(c) Hair dyes and similar toilet preparations... ae eee ar 
(d) Other . ae Swe eae = po 

Fertilizers and manures, ‘ anim: "y ‘il or vegetable, artificial or 
natural 

Gas, compressed, in cylinder rs— 
(a) For medical use, or as an anesthetic ies ay aes 


(b) Other . 

Perfumery, cosme tics, and toilet pre parations, n.e. 2.0, but not inc cluding 
tooth powde rs, tooth pastes or tooth washes 

Potassium chlorate, cyanide and sulphocyanide, sodium cyanide and 
sulphocyanide, red phosphorus 
2adium and radium compounds <n ct 

Silicate of soda, caustic soda and c austio potash, litharge, saltpetre, 
sulphur and iii shoric acid paste and similar sugar clarifying agents, 
in bulk 

Sulphate of copper, arse nate and arsenite of sod: by arsenate of lead, 
cyanogas, naphthalene, animal dips, calcium carbide, whale oil 
soap and fish oil soap, insect sprays and other substances for the 
prevention or destruction of pests and for the prevention and cure of 
diseases in animals, plants and trees ... — ci aes oa 


CLASS IX.—LEATHER AND RUBBER, AND 


Bands and belting of all kinds for driving machinery other than motor 
vehicles ; belt lacing and belt fasteners i 
Tyres and tubes, rubber, not attached to whee Is. or ve shicle s— 
(a) Pneumatic— 
(i) Tyres, including the weight of the immediate wrapper 
(ii) Tubes for motor vehicles or for sidecars and trailers for 
motor vehicles ... 
(iii) Tubes, bicycle and other ‘ 
(b) Solid: complete, or in lengths, or in the piece 


Free. 

Free. 

Free. 

Ad valorem 11 per cent. ... xs ar eas 
Free. 

Free. 

Free. 

Free. 

Ad valorem 60 per cent. ... Las aes 

Ad valorem 22 per cent. ... a 0 


Free. 


Free. 
Ad valorem 11 per cent. 


Ad valorem 60 per cent. 


Free. 
Free. 


Free, 


® 


Free. 


MANUFACTURES THEREOF 


Free. 

| 

| Per pound ... wa ae re one 
Per pound ... Sa 


Per pound 
Per pound 





CLASS X.—WOOD AND MANUFACTURES THEREOF 


Beehives and incubators and other wooden appliances for dairy and 
agricultural purposes only, and parts thereof ses 

Boxes and casks, wooden, empty or in shooks, for the pac king of oil, 
kerosene, or motor spirit, or of eggs, dairy produce, or other goods 
the product of manufactures or agriculture within the territory 

Corkwood, unmanufactured, and cork floats for fishing nets ... 

Handles, wooden, for tools and implements 

Joinery : wooden framework of houses, window ‘frames, 
ments, doors, lintels, and builders’ mouldings 


sashes, case- 


Plywood and pulp boards ... aes x ans sa en = 
Vats and tanks, wooden, for use in industrial, agricultural or manu- 
facturing operations 
Wood and timber, unmanufacture —_ 
(a) Tcak, in the log, or hewn or sawn 


(6) Other, n.e.e., including planed, smoothe d,. grooved or to mgue d.. 


Free. 


Free. 
Free. 
Ad valorem 11 per cent. 


Ad valorem 20 per cent. (plus a suspended duty 
of 20 per cent. ad valorem). 
Ad valorem \1 per cent. 





Free. 


Ad valorem 20 per cent. ta te 
Ad valorem 20 per cent. (plus a suspended duty 
of 20 per cent. ad valorem) 


CLASS XI.—BOOKS, STATIONERY, PAPER AND PAPER MANUFACTURES 


Atlases, charts, globes and maps... ‘ ; 

Diehantos and other paper currency, and postage stan 1ps ‘(used or 
unused) ... eae a 
300ks, printed, and ‘printed matter, name nely : literature, pe eriodicals 
and newspapers erg than periodicals and newspapers imported 
for packing purposes) , guide books, directories, pamphlets, leaflets, 
catalogues and price lis sts, printed or lithographed religious texts, 
and music (other than roll music for autopianos); showcards, 
calendars and similar printed matter imported solely for advertising 
purposes ie ag ; 

Cardboard, strawboard and millboard 

Cards, playing Nt rai 

Diagrams, plans and similar drawi ings an ea eas 

Inks and ink powders— 

(a) For use in the printing industry, namely: printing and litho- 
graphic ink, printers’ bronze aidan polfer composition, stamp- 
ing colours ae baie a - sa Pe! - 

(b) Stencil ink, solid 

(c) Other ... 

Paper— 

(a) Cigarette paper 

(b) Printing paper, namely: ne ewsprint in reels or in the flat, plain 1in 
or composite paper, n.e.e., in reels of not less than 9 inches wide, 
or flat and folded, in the original mil] ream wrapper, of a size not 
less than 16 inches by 15 inches ss ea oc 


Free 





Free. 








Free. 
Ad valorem 11 per cent. 
Per pack 


ree. 


Ad valorem 11 per cent. 
Ad valorem 11 per cent. 
Ad valorem 22 per cent. 


Ad valorem 45 per cent. 





Ad valorem 11 per cent. ... aca ses 
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GERAPHEEC AEE ES: 


A PRIORITY 
0 


EXPORTERS 


Today, export trade is Number One Priority —and priority of 
Graphic Arts Service is what the Layton group of companies offers to 
all concerned with the export drive. 

The Layton group employs over a thousand craftsmen: specialists 
who can give you a complete Press and mail advertising service from an 
original idea to its final expression in print. Artists, photographers, 
blockmakers, typesetters and stereotypers, all men who know how to 
give advertising that “look” which sells. 

If your advertising agent or printer does not already use Layton 
Graphic Arts Service, ask him to investigate how Layton’s can help you 
tell your market about your goods both abroad and at home. Remember, 
**it Jooks better when Layton does it!” 


LAYTON 
GRAPHEC ARES 


SERVICE 


C & E LAYTON LIMITED 


CREATIVE ARTISTS - PHOTOGRAPHERS : PROCESS ENGRAVERS 
ADVERTISEMENT TYPESETTERS : ELECTROTYPERS +» STEREOTYPERS 


STANDARD HOUSE, FARRINGDON STREET, LONDON, E.C.4. CENTRAL 2020 
MIDLAND SALES OFFICE: 4, BINGLEY HALL BLDGS., KING ALFRED‘S 
PLACE, BROAD ST., BIRMINGHAM 1. MIDLAND 0015. 
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Kenya Customs Tariff—(Continued) 


Class XI.—Books, nena —* and Paper Manufacturers——(continued) 


Item Article Duty 


] Pictures, paintings, engravings, etchings, picture books, and drawings, 
not elsewhere provided for, including photographic reproductions | 
and enlargements— 

(a) Imported solely for advertising. purposes, and having an adver- 
tisement indelibly printed, engraved or lithographed thereon, 
| but not including menu cards or similar advertising stationery 
| (6) Photographs, including enlargements and reproductions, having 
only a personal or sentimental value to the importer and not 
| intended for sale... | Free. 
(c) Other, n.e.e., including pic ture post ‘cards, | ( “hristmas, Nev w Yea ar, 
birthday or similar cards, calendars or calendar mounts, menu ‘ 
cards and other forms of stationery imported as such, whether 
| bearing pictures or otherwise be ve rik ae ... | Ad valorem 40 per cent. ... ‘3 aie ae — 


ree, 


CLASS XII.—FANCY GOODS, TIMEPIECES AND MUSICAL INSTRUMENTS 


; Band instruments and stands, the bona fide property of any military, | 
} naval, police or volunteer corps, or imported by, or on behalf of, or | 
for presentation to, any religious body or the Boy Scout, Girl Guide, 
| or other similar Association, and not being the property of indi- 
} viduals : ; : ‘is ‘ 
| 3eads pea ; sa ; 5 2a ... | Per pound le ae re . 
| (or 10 per cent. ad valorem, whichever is 
| 


Free. 
1 20 


greater). 
| Clocks and watches 
(a) Tower clocks | 
(i) For churches and public buildings —... Pes ... | Free. 
| (ii) Other —... , i ‘ i ... | Ad valorem LL per cent. 
} (b) Other clocks and wate hes sted ... | Ad valorem 22 per ceut. 
| Cups, medals and other trophies, imp sorted for | prese ntation 
(a) As prizes at public examinations, ouididihens, shows, or for 
competitions of skill or sport open to the public or members of | 
recognized clubs —_... wh a ane ee ae . | Free 
(6) For bravery, good conduct, humanity, for excellence in art, 
industry, invention. manufactures, learning, science or for 
honourable or meritorious public services 
Provided that proof to the satisfaction of the Commissioner of 
Customs is produced prior to clearing such articles through the 
Customs that they are intended for presentation as specified above. 
} Organs and blowers therefor, harmoniums, and church plate, im- 
ported by or - present? ition to any religious body ‘ | ree. 
i Toys and games, children’s, including toy cycles, scooters and the like Ad valorem 10 per cent. ... sles ma re — 


lree. 


CLASS XIII.—MISCELLANEOUS 


15 | Baggage, the bona fide baggage of a passenger, the property of 
and ae by such passenger, as defi ned below se | Free. 

Bona fide } agave shall consist of: necessary and appropriate 
wearing apparel and personal effects; binoculars, cameras, sports 
rec uisites, portable typewriters, toys and articles for houschold use 
(such as sewing machines, furniture, carpets, pictures, glassware, 
| linen, cutlery, crockery and plate) which are proved to the satisfac- 
| tion of the Commissioner of Customs to have been in personal or 
household use by the passenger and are not for sale; instruments 
and tools for the professional use of passengers. 

Bona fide baggage shall not include such articles as the following : 
arms, ammunition, beverages, cigars, cigarettes or tobacco, per- 
| fumed spirits, carriages, motor vehicles, bicycles, musical instru- | 
ments (unless elsewhere provided for), saddlery, provisions. 


Note 

(1) Duty shall not be leviable on alcoholic liquors or perfumed 
spirits not exceeding one pint of each, cigars not exceeding fifty in 
number, cigarettes not exceeding 100 in number, or tobacco not 
exceeding half-pound in weight. 

(2) Bona fide baggage landed at any Customs port within two 
months of the arrival of the passenger, or such further period as the 
Commissioner of Customs may allow, may be included in the above | ° 
exemption at the discretion of the Commissioner. | 
4¢ | Blasting compounds, including all kinds of explosives, fuses, and 
detonators suitable and intended for blasting and not suitable for 
use as fireworks or in firearms Free. 
147 | Cinematograph projectors and magic lanterns and slides the refor, 
imported for use in or by scientific or educational institutions  ... | Free. 
148 Church decorations, altars, bells, fonts, lecterns, pulpits and vest- 
ments imported by or for presentation to any religious bo ly 
149 | Coffins, funerary urns and caskets ose | Free. 
160 | Consular goods, name ly: articles for the offic ial ¢ use of any forei ‘ign con- 

sulate or, on first arrival in the territory, the household and personal 

effects of the consular representative of any foreign country, or his 
family or suite, if such consular representative is not engaged in 

any other business or profession in the territory: Provided that a 

similar privilege is accorded by such foreign country to the British 

Consulate therein 
Containers, including boxes, tins, ‘pottles, jars ‘and other packages, 

imported full of = article liable to a specific rate of duty and being 

ordinary trade packages for the goods contained therein... Free. 
162 Felt, ruberoid, uralite and similar substances for buil ling purposes : 
flooring composition and roofing compounds ; fy: ... | Ad valorem 11 per cent. 
153 Films, cinematograph, printed or exposed for exhibition 
| (a) Ofascientific or cies ‘ational nature for exhibition solely to or by 
| scientific or technical societies or in educational institutions ... 
| (b) Other... as ‘te x 


Free. 





lree. 


Free. 
Per 500 linear feet ne oe - a eee 


(C Yontinued, ‘on next page) 
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Kenya Customs Tariff—(Continued) 


Class XIII.—Miscellaneous—(continued) 




















Item Article Duty 
154 | Fireworks Per pound gross 
165 | Ice ... Free, 
156 | Lifebelts, lifebuoys, and other life- “saving apparatus Free. 
157 | Matches— 
(a) In boxes of not more than 100 matches ... Per gross of boxes — 
(6) In boxes containing more than 100 and not more than 200 
matches Per gross of boxes _ 
(c) And for every add itional 100 mate shes, or r part of 100, i in excess 
of 200 per box - Per gross of 100 matches ‘ oe re 
(d) Tear-off matches, in strips, ‘dics 0 or +‘ tielda ts se Per 1,000 matches... eu nee ‘a oe | 
158 Models, scale or working, and plaster and similar advertising » mode Is, 
but not including toys or dressmakers’, hairdressers’ or similar dis- 
play models cae sie esi . aes ve ... | Free. 
159 Museum and natural history exhibits and specimens, for public 
museums or for scientific purposes .-. | Bree. 
160 | Official, military and naval stores and goods impo rted by civil, 
military and naval oflicers— 
(a) |Baggage, equipment and stores imported by the Inspector General, { 
K.A.R., or his staff officer for the use of the said officers or 
either of them whilst travelling on duty Free, H 
(6) Goods imported by or consigned direct to officers or men on i 
board vessels of His Majesty’s Navy for their mies use or 
consumption on board such vessels Free. | 
(c) (i) Goods which are proved to the satisfaction of the C ommis- j 
sioner of Customs to be the property of His Majesty and 
which are imported or ante e prior to clearance through 
the Customs by, or for the use of, His Majesty’s land, sea or 
air forces in the Colony Free. 
(ii) Goods consigned per parcels post by private individuals to | 
members of His Majesty’s expeditionary forces from overseas 
or the Dominions in the Colony, or to members of the Armed 
Forces of any Allied Power, not including wines and spirits, | 
and not including cigarettes or tobacco in excess of one | 
pound in weight in any one parcel... Free. | 
(iii) Comforts consigned as gifts for free distribution to me em ber TS 
of His Majesty’s forces. ‘‘ Comforts” include cigarettes, con- 
fectionery, toilet nian food, shinee ee and 
knitted goods Free. 

(iv) Goods imported, or pure thas d pric or to c “le sarance through the | 
Customs by the Expeditionary Force Institute, the Union 
Defence Force Institutes, the Port Welfare Committee, } 
Mombasa, or the Kenya Red Cross Society, subject to such 
limitations and conditions as the Commissioner shall specify | Free. { 

(v) Goods consigned as gifts imported by, or for the use of j 

prisoners of war or interned enemy aliens Lee ... | Free. 

(vi) Goods imported for issue whether by sale or otherwise to | 

war evacuees in any evacuee camp appointed under the i 
provisions of the Defence (War Mvacuees) Regulations, 1943, 1 

or the War ne sauna and es Ordinance, 
1946 Free. j 
(d) Goods imported by or purchased prior to clearing through the 
Customs by, or for the use of, the Government of « any British 
territory in East Africa or the Kenya and Uganda Railways and 
Harbours Administration, and any of the Armed Forces of any 
Allied Power Free. 
(e) Officers’ uniforms, accoutre ments and equipme nt H 
(i) The uniform of a naval, military or civil Government officer, | 
including the necessary arms, “lh *s and equipment thereto | Free. 

(ii) The camp furniture, fittings and equipmen t of officers in the 

service of the Government, namely, in respect of each 
officer for each normal tour of service, one tent, table, chair, 
bed, mattress, bath and canteen, and, in respect of each | 
officer, during his total service in the territory, one rifle, | 
one shot-gun, one revolver, and 300 rounds of ammunition | Free. } 
(f) Regimental plate, furniture and other mess fittings, the property 
of a regimental mess or the — property of the officers of a 
regimental mess ; Free, | 
(g) Joods imported with ‘the sanc ction of the Governor by Boundai ary 
or other Special Commissioners and their assistants for their 
Pk ate use while executing their duties Free. 
(h) Goods imported for the official use of Trade Commissioners w ho i 
are not engaged in, or connected with, any other business or | 
profession in the territory Free. 
(t) Machinery, plant, materials and rolling : toc ki imp ported, or pur- | 
chased prior to clearing through the Customs, by an indiv idual | 
or firm under contract to the Government, where such exemp- | j 
tion from Customs duty forms part of the terms of the contract | Free. 
161 Packing materials: metal drums and tins, empty; tin plates; | 
multiple and waterproof bags ; cardboard boxes, cartons and discs, 
and other articles, not specially ] provided for, imported for the 
packing of oil, kerosene or motor spirit, or of goods the product of | 
agricultural, manufacturing or industrial a within the 
territory Free. | 
162 Rifles, and parts of such rifles, imported into the te rritory by | members 
of the Kenya Rifle Association or any other Rifle Association or 
Club recognized by the Government or imported by members of the 
Uganda Volunteer Reserve for removal into Uganda Protectorate : 

Provided that such rifles and parts are imported solely for use 
by the importers in connection with their duties as members of 
such Association, Club or Volunteer Reserve, and that satisfactory | 
proof to that effect is produced to the Commissioner of Customs ... | Free. 
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a LIMITED 500 silk and cotton blankets 90% Silk, 10% 
400 Cotton, handloomed. Large variety of 
GENERAL EXPORTERS roman coloured stripes. Size 8ft. x 6ft. 
Overseas Buyers and Importers Original and new. 7 
30 200 folding pushcarts ofa new and original design. 
aa REFER YOUR ENQUIRIES and IN- 10,000 Swiss engine-turned chrome pocket 


DENTS for United Kingdom products TO 
US. Enquiries for supply of general 
merchandise welcomed from all markets, 


lighters. 

56 doz. triple compacts to hold powder, lipstick, 
and rouge. In ivory, mock tortoise, and 
ebony. 

The above goods can be seen in London 
REPLY TO BOX NO. M2602, BOARD OF TRADE 
JOURNAL, 429 OXFORD ST., LONDON, W.1 


Ask 2/4 BRIDGFORD ROAD 
GRACIA WEST BRIDGFORD 
to Quote NOTTINGHAM 

















Tat: s0eisye AVAILABLE FOR 
GRACIA : EXPORT ONLY 
| 





EXPORT DIRECT ||| EXPORTS 


to 
CANADIAN WHOLESALER 


Manufacturers © Hi I N 
Manufacturers are invited to contact J) A 


and Exporters 
our London Buying Office with all types 
of retail store goods. 


TO 


who have offers please communicate with 





‘ N 7 1 NAT 

UTICA CO. LTD. 1. PENN COMPANY 
MONTREAL + CANADA Head Office ; SHANGHAI LONDON OFFICE; 

London Office : 79 DAVIES STREET, W.1. Mayfair 6514 eS | ae 



































Shipping Machinery WE ARE EXPORTERS 
WE DISMANTLE ALL TYPES of 


WE OVERHAUL ALL TYPES Engineering & General Goods 
WE PACK MOST CAREFULLY 


SITE GLADLY VIEWED AND QUOTED 
Write: T.H,METCALFE-PARK MILL-BACUP-LANCS 





Agencies arranged. 





Offer your products to: 


NATIONAL SYNDICATE (LONDON) LTD. 


57, St. Paul’s Churchyard, London, E.C.4. 


Telaphone: City 3564. Telegrams : Syndinai 
» 6873. Central London 























“ SERVICES and CHARGES of the 
PHOTO-UNION ORGANISATION " 


te the title of a booklet giving full details of a range of photographic 
and publicity services of interest to the manufacturer and trader. 
A copy of this publication will be sent to any business house on Wanted to purchase, any quantities of new or first-grade 





GOVERNMENT SURPLUS TEXTILE GOODS 


i cies Photo-Union Limited, stocks, also materials for home and export markets. 
Studio House . ; : 
12 Soho Square, London, W.1. Milton Mfg. Co. (Victoria), Ltd., 58/60 East Dulwich 
Gerrard 7184 Road, London, S.E.22. 











annie 
A SRI RRL I 


TUBULAR FURNITURE 


Fully upholstered stacking chairs and armchairs available for home and export. 
Immediate delivery. Other lines available on request to: 


BROOKSONS DISTRIBUTORS LTD. 
93 ALDERSGATE STREET, LONDON, E.C.1 
TELEPHONE : METROPOLITAN 9067 = 
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| A comprehensive range of | | SH Aw's 
RAW MATERIAL ||| EXPORTERS’ GUIDE 
for the Textile Industry | (23rd YEAR OF PUBLICATION) 
is available through the Published Monthly at £1-11-6 
old established firm of 12 consecutive issues - Post Pald 
Full information as to:— 
IMPORT LICENSING. 
ASSESSMENT OF DUTIES. 
BRADFORD | CUSTOMS DECLARATIONS 
ees 
_ aie ELS POST REGULATIONS. 
Telegrams : “Paquito EXPORT CERTIFIED INVOICES. 
BRITISH EMPIRE PREFERENCE. 


























CAMOUFLAGE NETTING 


VARIOUS FIBRES 


35ft. x 35ft. 14ft. x 7ft. 
29ft. x 14ft. 35ft. x 17ft. 
14ft. x 14ft. 27ft. x 27ft. 
29ft. x 29ft. 21ft. x 21ft. 
33ft. x 33ft. 15ft. x 30ft. 
24ft. x 24ft. 12ft. x 12ft. 
18ft. x 36ft. 
14,226 Pieces In Bundles 300 Tons 


S. ZIMMERMAN & SON Ltd. 


228 Cable Street, E.1. 











CREDIT 
LYONNAIS 


(Limited Liability Company Incorporated in France) 


40, LOMBARD ST., E.C.3 


WEST END BRANCH : 


25/27, CHARLES Il ST., HAYMARKET, S.W.1 


Private safes for rental at this office. 


LONDON 
OFFICE: 








Central Office- - - - PARIS 
Head Office - - : -LYONS 
Every class of Banking 
Business throughout 
the world. 

Securities received for Safe Custody, Coupons 


collected, Deposit and Current Accounts opened, and 
every kind of Banking Business conducted. 





Subsidiary in Portugal : 
Crédit Franco—Portugais, Cisbon & Oporto. 








Tel. Stepney Green 4861/2/3 | 





LEGALIZATION OF DOCUMENTS & FEES. 
CERTIFICATION OF COMMERCIAL INVOICES. 
CERTIFICATES OF ORIGIN as Issued by British Chambers 
of Commerce & F.B.I. 

DEFENCE (FINANCE) REGULATIONS—S5B. 
Prescribed manner of payment of goods. 





Published in two Sections owing to Paper Restrictions. 


Section 1. Foreign Countries—January, March, May, 
July, September and November. 


Section 2. British Dominions and Overseas 
Possessions—Feb., April, June, Aug., Oct. and Dec. 





The Shipping Dept. Bulletin appears In each Issue, 
containing Information on matters relative to Export 
conditions and items of interest at time of Press. 


Printed and Published by 
A, C. SHAW & CO., LTD,, 
127 CHEAPSIDE, LONDON, E.C.2. 

















$.&$. BELIKOFF LTD. 


Government Contractors 


Wholesale distributors and export- 
ers of Government surplus goods, 
reconditioned and secondhand 
clothing suitable for all markets. 


42-42a, DOCK STREET, 
LONDON, E.i 


Cables: 
OFFABELIKO, London. 


Telephone: 
ROYal 5470 & 5870. 























Ail classes of 


YARNS AND RAW MATERIALS 


for the Textile Industry 
can be supplied by 


Colonial Wool Company 
Vaughan Street, 


BRADFORD. 


Telegrams: ‘“ Colonial”. 
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Kenya Customs Tariff (Continued) 
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Class XIII.—Miscellaneous— (continued) 








Article 


163 | School stationery, instruments, appliances 


solely for purposes of tuition 


164 | Samples and miscellaneous articles not imported : as merchandise 
which the Commissioner of Customs shall decide to be of no com- 


mercial value 


or sparking plugs : 
according to the tariff that may then be in force 
167 | Surgical and dental instruments and appliances ; 


tions of the human or animal body aa 
168 | Umbrellas and parasols, not including paper p: arasols 


169 | Uniforms and appointments imported by or on behalf of the Boy Scout, 


Girl Guide or other similar Association 
170 | Window glass substitutes ... 


171 | Works of art (painting, sculpture and the like), imported f for per. 


manent public exhibition 





and similar requisites 
imported by or on behalf of a recognized educational institution 


Provided that when condemned, or handed over to be broken 
up, duty shall be paid to the Customs on the hull, parts and fittings, 


instruments and 
appliances used in the diagnosis or treatment of diseases or affec- 


endl 





Sh. cts. 


Free. 


Free, 


| 
165 | Scientific apparatus, and ‘instruments, for laboratory use, scie ntific | 
observation or record, or for the contro] of manufacturing ope rations | Free. | 
166 Ships, launches, lighters, boats and barges, imported complete or in | 
sections ; parts and accessories thereof, not including rope, canvas 
in the piece, cordage or similar running stores, or batteries, magnetos } 


Free. 


Sine 
Each i di as oe pec 80 
(or 40 per cent. ad valorem. whichever is 
higher). 





Free. 
Ad valorem 11 per cent. ... 


Free. | 





CLASS XIV.—GENERAL 


172 | All goods, wares and merchandise, not provided for under any 


heading in the Tariff or under —_ oo law a to the 


Customs 


Ad valorem 22 per cent. ... 





Ceylon 


Import Restrictions : The Board of Trade have received 
copies of notifications dated February 11, 17 and 18 of 1947 
which provide for the following amendments to the list of 
goods, the importation of which into Ceylon is restricted or 
prohibited (see Board of Trade Journal, November 22, 1941, 
pages 321-325, and subsequent notices). 

Open General Licence No. 2 (Imports from all sources). 

The following items are inserted :— 

5 Dental, surgical, medical and veterinary seater, 
appliances and apparatus (except electrical). 

6 Mathematical, optical and scientific instruments, 
appliances and apparatus (except electrical). 

7 Artificial silk manufactures (other than apparel, hand- 
kerchiefs, mufflers and scarves). 

8 Drugs, medicines and medicinal preparations (includ- 
ing patent medicines, but excluding quinine and 
quinine preparations, vitamins and vitamin prepara- 
tions, pharmaceutical glands, castor oil, and penicillin). 

9 Paper, printing ; newsprint. 

10 Printed books including maps, charts and music. 
Open General Licence No. 4 (applicable to British Empire 
except Canada and Newfoundland). 

The following items are inserted :— 

298 Citronella oil. 
299 Coke. 


‘300 Patent fuel. 


3801 Gold leaf. 

302 Vitamins and vitamin preparations (including cod 
liver oil). 

303 Pharmaceutical glands. 

304 Castor oil. 

305 Penicillin. 

306 Manufactures of rubber falling under the heading 
‘* manufactures of rubber not elsewhere specified ”’ in 
Class III, Group T of the classification in the Ceylon 
Customs Tariff (other than rubber soles and heels). 

307 Optical lenses. 

808 Fish manure. 

309 Transformer oil. 

310 Textile manufactures falling under the heading 
‘* Textile manufactures not elsewhere specified ’”’ in 
Class III, Group M of the classification in the Ceylon 
Customs Tariff. 

311 Soap. 

312 Oil and floor cloth. 

313 Gold coin. 


Mauritius 


Rates of Exchange : The Board of Trade have received a 
legal supplement to the Mauritius Government Gazette, 
No. 86, of December 7, 1946, containing a copy of Pro- 
clamation No. 29, of December 3, 1946, revoking Proclama- 
tion No. 8, of February 13, 1946, and fixing new rates of 
exchange with regard to the value of goods coming from 
certain countries for the purpose of levying Customs Duty 
thereon. 

The new,rates of exchange are as follows :— 


The equivalent of the Pound Sterling to be thirteen 
rupees and thirty-three cents. 

The equivalent of the South African Pound to be 
thirteen rupees and thirty-three cents. 

The equivalent of the Australian Pound to be ten 
rupees and sixty-seven cents. 

The equivalent of the New Zealand Pound to be ten 
rupees and seventy-two cents. 
The equivalent in rupees of the currencies of the follow 

ing countries shall be :— 


Value in 
Country Currency Rupees 

Argentine Peso (paper) 0-99 
Belgium Franc 0-08 
Brazil Cruzeino 0-17 
Canada Dollar 3-30 
Czechoslovakia Krone 0-07 
Denmark Krone 0-69 
Finland Mankha 0-03 
France Franc 0-03 
Holland Florin 1-25 
Hong-Kong Dollar 0°83 
Madagascar Franc 0-05 
Mexico Peso 0-68 
Norway Krone 0-67 
Portugal Escudo 0-13 
Reunion Franc 0-05 
Spain Peseta ‘ 0-30 
Straits Settlements Singapore dollar 1-56 
Sweden . Krone 0-92 
Switzerland Franc 0:77 
Uruguay .. Peso... 2-16 
United States of 

America Dollar 3-30 
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Gillette 
put shoulders 
behind 


each edge! 





and more economical. 


2'6 FOR 10 INCL. TAX 

















‘Good Mornings’ 
begin with Gillette 





Every cutting edge sharper than a surgeon’s 
scalpel, shaped in three distinct facets forming 
supporting shoulders which take the strain and 
increase durability. Precision tested on micro- 
sensitive machines at every stage, for complete 
uniformity. Géillette’s ceaseless research has 
proved this the best way to make blades — for 
shaves that are quicker, smoother, better-looking 














Publications Received 


The Guaranty Survey, Vol. XXVI, No. 10, January 29, 
1947. Published monthly by Guaranty Trust Company of 
New York. 

Journal of the Town Planning Institute, 18 Ashley Place, 
London, S.W.1. Vol. XX XIII, No. 2, January-February 
1947. 

The British and Colonial Pharmacists’ Year Book, 1947, 
Published by The British and Colonial Druggists Ltd., 
194-200 Bishopsgate, London, E.C.2. (Subscriptien to 
British and Colonial Pharmacist including Year Book, 
10s. 6d. per annum, post free. Year Book, single copies, 
5s. Od.) 

Claycraft, Vol. XX, No. 5, February 1947. Published 
by the London and Sheffield Publishing Co., Ltd., Rodney 
House, 6 Monmouth Street, London, W.C.2. Annual 
subscription, 20s. 0d. in Great Britain ; 25s. 0d. overseas. 

Art and Industry, March 1947. Published by the 
Studio Ltd., 66 Chandos Place, London, W.C.2. Price 
monthly, ls. 6d. ; annual subscription, 18s. 0d., post free. 

Barclays Bank Review, Vol. XXII, No. 1, February 
1947. 

Carter’s Flax, Hemp and Jute Year Book, 1946-47, 
Published by H. R. Carter Publications Ltd., 17 Linenhall 
Street, Belfast. Price, 10s. Od. net. 

The Journal of the Iron and Steel Institute, Vol. CLII, 
No. 11, 1945. Published at the offices of the Institute, 
4 Grosvenor Gardens, London, S.W.1. 

End Wages Conflict (First edition), by A. Grant McGregor, 
Published by Williams Lea and Co., Ltd., Worship Street, 
London, E.C.2. Price, 9d. net. 


Journal of the Iron and Steel Institute, January 1947, 
Vol. CLV, Part 1. (Established 1869—Incorporated by 
Royal Charter 1899.) Published by the Iron and Steel 
Institute, 4 Grosvenor Gardens, London, S.W.1. 


Empire Cotton Growing Review, Vol. XXIV, No. 1, 
January 1947. Published on behalf of The Empire Cotton 
Growing Corporation, by P. S. King and Staples Ltd., 
14 Great Smith Street, London, S.W.1. Price, ls. 3d., 
post free. 

Labour Gazette, Vol. X XV, No. 11, July 1946. Published 
monthly by the Labour Office, Government of Bombay. 
Price, rupee 1. 

The Commerce Journal, December 1946. Published by 
the Auckland Chamber of Commerce (Inc.), Auckland, 
New Zealand. Price, 6d. net. 

Journal of the Brazilian Chamber of Commerce and 
Economic Affairs in Great Britain, Incorporating the 
Brazilian Press, Vol. V, No. 42, February 1947. Published 
for the Brazilian Chamber of Commerce and Economic 
Affairs in Great Britain, 60 Lincoln’s Inn Fields, London, 
W.C.2. Subscription rates, £2 2s. 0d. per annum, payable 
in advance. 

The Transport Situation in Europe, No. 15, December 
1946. Compiled by the European Central Inland Transport 
Organization, 79 Avenue des Champs-Elysees, Paris, VIITe. 


Economic Report, No. 6, of the Anglo-Palestine Bank 
Limited, Stafford House, King William Street, London, 
E.C.4. 

Economic and Statistical Bulletin of Southern Rhodesia, 
Vol. XIV, No. 19, January 7, 1947. Published under 
authority by the Department of Statistics, Salisbury. 
Price, 6d.—Annual subscription, 10s. 0d., post free. 


News Exchange, Vol. 2, No. 3, March, 1947. Published 
by Nuffield Exports, Limited, Cowley, Oxford. 


Tropical Agriculture, Vol. XXIII, No. 9, September, 
1946. Published by The Imperial College of Tropical 
Agriculture, Trinidad, British West Indies. Price 6d. net. 


Statistical Bulletin of the International Tin Research and 
Development Council (19 Lyceumplein, The Hague), 
January, 1947, Vol. X, No. 1. 


Report and Accounts of the Manchester Ship Canal 
Company for the Year 1946. 


Journal of the Brazilian Chamber of Commerce and 
Economic Affairs in Great Britain, incorporating The 
Brazilian Press, Vol. 5, No. 43, March 1947. Published by 
the Brazilian Chamber of Commerce and Economic Affairs 
in Great Britain, 60 Lincoln’s Inn Fields, London, W.C.2. 
(Subscription rate £2 2s. per annum, post free). 

British and International Addressing Limited, B.1.A. 
House, Bridewell Place, London, E.C.4. Post-War Publica- 
tion No. 4. 
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Joseph Brennan 
& Co., Ltd. 
can supply an abundant variety of 


RAW MATERIAL 
for the 
TEXTILE INDUSTRY 





Send your enquiries 


178, Sunbridge Road, Bradford 


(BNGLAND) 
Telegrams: “ PERPETUAL” 





JAHN—STRADES LTD. 


EXPORTERS 
Cables: JASTRAD, London 


Iron and Steel: Non-Ferrous Metals: Tools 
and Machinery: Chemicals and Drugs: Raw 
Materials for Industry : Colonial Produce, etc. 


SOTERIADES & CO., LTD. 


IMPORTERS 
Cables: SOTERIADES, London 


Dried and Evaporated Fruits: Canned and 
Preserved Goods: Cereals : Raw Materials, etc. 


09-60, GRACECHURCH ST., LONDON, E.C.3 





























Telephone No.: Mansion House 9720/2828 








4 “ BRITAIN’S BEST” \ 
Series of bs Exhibitions 
No. 1 


ENGINEERING 
& METALCRAFT 
EXHIBITION 


to be held in the 


HORTICULTURAL HALL 


WESTMINSTER, LONDON 


from 


MAY 12 to 23, 1947 


YOU SHOULD EXHIBIT 


Leading firms in many divisions of the Engineering 
and Metalcraft Industries are showing at this 
important Industrial Exhibition to which buyers from 
alk parts of the U.K. and overseas are being invited. 
A few stands in excellent locations are still available 
complete with Shell Stand. Write for particulars to 
THE BRITISH BULLETIN OF COMMERCE 
(Exhibition Dept.), 17/18, Henrietta Street, Strand, 
London, W.C.2. Telephone: Temple Bar 4728. 


YOU SHOULD ATTEND 


Many of the best examples of post-war Engineering 
and Metalcraft production in a variety of fields will be 
shown at the Exhibition. 

Open Daily (except Sundays) from 9.30 a.m. to 8.30 p.m. 
Admission up to 6 p.m. 2s. 6d. Evening 1/-. 

















Tickets may be obtained from the BULLETIN at the 





\\ above address, or the Exhibition Entrance. f 
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JUST ARRIVED - 
the New RODNEY™ 
Sealing Machine 


The new ‘‘ Butterfly *’ Brand RODNEY 


Gumstrip Sealing Machine is quicker and 





BUTTERFLY BRAND 


easier to operate. It can be maintained in constant 
use with one filling for a much longer period, and is 
fitted with an automatic ejection and razor-type cutting 
device. The built-in water container is fitted with a 
patent water control attachment which maintains correct 
water level in the damping tank and ensures even damping 
over the whole length of gumstrip. 
In conjunction with 
“* Butterfly’? Brand Gum- 
strip Sealing Tape the 
RODNEY eliminates 
waste of packing 
time and cuts costs 
to the minimum. 
Write for full list 
of industrial and 
commercial models. 


E PATENT No, 581756 


SAMTEL JONES & CO.LTD 


PHONE: CENtral 6500 





NEW BRIDGE STREET, EC 4. 








TO B.L.F. EXHIBITORS 


We are now able to accept orders for natural colour 
photographs of your B.I.F. stand. Black-and-white work 
can also be undertaken at short notice. 


Our service can offer you every facility from high-grade 
photography to cleverly designed booklets in the 
modern manner. 


WRITE, PHONE OR CALL 


Creative Printing and Photographic Research Division 


GREENWOOD DEVELOPMENTS LTD. 
4 Salisbury Court, Fleet Street, E.C.4.  CENtral 8274 (7 Lines) 











ALL CLASSES 


SACKS &«& BAGS 
New and Second Hand 
FOR HOME & EXPORT 


SAMUEL NOBLE 


& SON (LIVERPOOL) LTD. 


MANUFACTURERS & MERCHANTS 
9/11 NAYLOR STREET 
LIVERPOOL 3. 


Telegrams 


"Phone 
Central 0302/3 “Adastra”’ 
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Exhibitions and Fairs 


Plastics at B.I.F. 


OME 80 manufacturers of plastic materials and products 
are exhibiting at the British Industries Fair which opens 
simultaneously in London and Birmingham on May 5. 
Plastics will be housed at Earls Court and the number of 
exhibitors is 400 per cent. greater than at the last Fair in 
1939. Materials which in those days were only in the 
development stage are now being manufactured in consider- 
able tonnages, and the advances made during the inter- 
vening years will be reflected in the exhibits of the group. 
To-day the use of plastics, both in industry and the home, 
is widespread. Furniture, mouldings, machine parts for 
industry, fancy goods and curtains, the list is a long one and 
examples of this work of the research chemist will be shown 
at the Fair. 








British Industries Fair, 1947, May 5-16 
LONDON (OLYMPIA AND EARLS COURT) 


Organized by the Board of Trade, Export Promo- 
tion Department, 35 Old Queen Street, London, 
S.W.1. (Telephone: Victoria 9040), where full 
information as to the trades participating can be 
obtained. 


ENGINEERING AND HARDWARE SECTION, CASTLE 
BROMWICH, BIRMINGHAM 


Organized by the Birmingham Chamber of Coim- 
merce (under the auspices of the Board of Trade, 
Export Promotion Department), 95 New Street, 
Birmingham, 2. 
Overseas Buyers should address enquiries about 
the 1947 Fair to the nearest British Commercial 
Diplomatic Officer or Consular Officer, or the 
British Trade Commissioner in their area. 











Home and Overseas Fairs 


The following list of other trade exhibitions and fairs in the 
United Kingdom and overseas is compiled from information fur- 
nished by the organizers and by the overseas officers of the Export 
Promotion Department. It will be understood that no responsibility 
is taken for the standing of the organizations or individuals mentioned 
and that dates, etc., may be subject to alteration. The list is not 
exhaustive and further information about these and other events 
may be obtained from the Exhibitions Branch of the Export Promo- 
tion Department, 35 Old Queen Street, S.W.1. (Vic. 9040.) Recent 
additions to the list are indicated by an asterisk. > 

Organizers of exhibitions in the United Kingdom are invited to 
send copies of the catalogue to the Department for the information 
of overseas visitors calling at its offices. 

The Department is also interested to learn of the decision of United 
Kingdom firms to participate in exhibitions and fairs overseas, and 
of their opinion of the value of the various events. 


United Kingdom 
1947 


“Damty Mart” IpzaL Home Exurpeirtion— 
March 4-29, 1947, at Olympia, London, W. Apply to the 
Associated Newspapers, Ltd., Carmelite House, London, 
E.C.4. 


Scorrish Fur. Erricrency Exnisrrion— 
March 19-April 5, 1947. At Kelvin Hall, Glasgow, C.3. 
Apply the Secretary at above address. 


British TRADES ExuHrsition, Lonpon— 
April 14-26, 1947. At the London Exhibition Centre, New 
* Coventry Street, W.1. Apply to Mr. R. C. Wallis, Con- 
troller, at above address. (Tel.: Gerrard 5656.) 


Soutn Wa Es Farming AND Country Lirg Exarsition, CarDIFF— 
April 16-26, 1947. At Drill Hall, Dumfries Place. Apply 
to Messrs. Ewart Watson Exhibitions (1945), Ltd. 246 
Norbury Avenue, Norbury, London, 8.W.16. 


British Inpusteies Far, LONDON AND BrrMINGHAM— 
May 5-16, 1947. (See special announcement on this page.) 


“Britain’s Best” ENGINEERING AND METALCRAFT EXHIBITION, 
LonpDon— 
May 12-23, 1947. (Postponed from March.) At the Royal 
* Horticultural Hall, Westminster, 8.W.1. Apply to the 
British Bulletin of Commerce, Henrietta Street, London, 
W.C.2. (Tel.: Temple Bar 4728.) 


Roya Unster AGRICULTURAL SHow, BELFAST— 
May 28-31, 1947. Balmoral Show Grounds. Apply to the 
Secretary, Mr. S. Clarke, Royal Ulster Agricultural Society, 
Belfast. 
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Watrorp InpustriAL ExHIsrtion— 
June 5-18, 1947. At the Town Hall, Watford, Herts. 
Apply to Mr. G. R. Barclay, c/o 114 High Street, Watford, 
Herts. (Tel.: Watford 6091/2.) 


7TH ANTIQUE DEALERS’ Farr AND EXHIBITION— 

June 12-27, 1947. At Great Hall, Grosvenor House, 
* Park Lane, London, W.1. Apply to Captain C. S. Platts, 

A.C.LS., Room 904, Grosvenor House, Park Lane, W.1. 
(Tel.: Grosvenor 6363, Ext. 904.) 

RoyaL AGRICULTURAL SHow, LincoLn— 
July 1-4, 1947. Organized by the Royal Agricultural 
Society of England, 16 Bedford Square, London, W.C.1. 
(Tel. : Museum 0535.) 


Biackxpoot Ar ExurspiTion— 
July 9-30, 1947. Apply to the Air League of the British 
Empire, Kinnaird House, la Pall Mall East, London, 
S.W.1. (Tel.: Abbey 5041.) 

Pusitic Works CONGRESS AND EXHIBITION— 
July 25-August 2, 1947. At Olympia, London. Apply to 
Public Works, Roads and Transport Exhibition, 68 Victoria 
Street, London, S.W.1. (Tel.: Victoria 9132.) 


‘* ENTERPRISE SCOTLAND,” 1947, EpINBuRGH— 
August and September 1947. At the Royal Scottish 
Museum, Edinburgh. Apply to the Exhibition Manager, 
“‘ Enterprise Scotland, 1947,” The Royal Scottish Museum, 
Edinburgh. 

“INDUSTRIAL WALES” EXHIBITION, LONDON— 
August 28-September 13, 1947. At the Empire Hall, 
Olympia. Apply to Exhibition Manager, South Wales and 
Monmouthshire Industries Association, 3 Castle Street, 
Cardiff. (Tel.: Cardiff 5563.) 

ENGINEERING AND Marine Exuisition, LonpoN— 
August 28 to September 13, 1947. At Olympia, London. 
Apply to the Organizers, Messrs. F. W. Bridges & Sons, 
Ltd., Grand Buildings, Trafalgar Square, London, W.C.2. 
(Tel.: Whitehall 0568-9.) 

Sussex Inpustries Exnrsirion, Briaoton— 
September 17-27, 1947. At the Corn Exchange, Brighton. 
Apply Sussex Engineers and Manufacturers Association, 
Ltd., 3 Marlborough Place, Brighton, 1. 


Business Erriciency Exuisition, Lonpon— 
October 1-11, 1947. At the Empire Hall, Olympia, 
London, W. Apply to the Office Appliance Trades Associa- 
tion of Great Britain and Ireland, 11-13 Dowgate Hill, 
Cannon Street, London, E.C.4. (Tel.: Central 2766.) 


RADIOLYMPIA—NATIONAL Rap1o EXHIBITION, LoONDON— 
October 1-11, 1947. At Olympia, London, W. Apply to 
the Radio Industry Council, 59 Russell Square, London, 
W.C.1. (Tel.: Museum 6901.) 


CorsetTrY, UNDERWEAR, ETC., ExnIBiTlion— 
October 20-24, 1947. At Royal Horticultural Hall, 
London, 8.W.1. Apply to the Corsetry and Underwear 
Journal, Carlton House, Ilp Regent Street, London, 
S.W.1. (Tel.: Abbey 5143.) 

Brewers’ Exuisition, LoONpoN— 
October 27-November 1, 1947. At Empire Hall, Olympia. 
Apply to Trades, Markets and Exhibitions, Ltd., 641 Grand 
Buildings, Trafalgar Square, London, W.C.2. (Tel. : 
Whitehall 0568.) 

Lonpon MeEpicaL ExatBitTion— 
November 17-21, 1947. At New Horticultural Hall, 
Westminster, S.W.1. Apply to the British & Colonial 
Druggist, Ltd., 194-200 Bishopsgate, London, E.C.2. 
(Tel. : Bishopsgate 2148.) 

Bouripina Exuarsition, Lonpon— 
November 19-December 4, 1947. At Olympia (Grand and 

%* National Halls). Apply to Building Trades Exhibition, 

Ltd., 4 Vernon Place, Southampton Row, W.C.1. (Tel.: 
Chancery 6258.) 


Overseas 
1947 


ADELAIDE, RoyaLt ADELAIDE EXHIBITION— 
March 21-May 17, 1947. Wayville, South Australia, 
at Centennial Hall and Grounds, Wayville. Apply to 
South Australian Chamber of Manufactures, Inc., Pirie 
Street, Adelaide, Australia. 

Paris, Pooto aNnD CrNEMA EXHIBITION— 
March 21-30, 1947. At the Porte de Versailles. Apply 
to the Chambre Syndicate des Industries Photographiques, 
Paris. 

San Francisco, WESTERN METAL ConGRESS AND ExposiTion— 
March 22-28, 1947. At the Civic Auditoriums, Oakland. 
Apply to Mr. W. H. Eiseman, Managing Director of Exposi- 
tion, Oakland, California. 

ViENNA, INTERNATIONAL TRADE FarR— 
March 23-30, 1947. Apply to the British and Central 
European Chamber of Commerce, 28 Craven Street, Charing 
Cross, London, W.C.2. (Tel.: Whitehall 8827.) Jl inal 
date for space applications past. 


(Contini cd on ric at page) 
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Exhibitions and Fairs—( continued) 


Cuicaco, 28TH ANNUAL NATIONAL RESTAURANT CONVENTION AND 
ExposITion— 
March 25-28, 1947. At Hotel Stevens. Apply to the 
Secretary, National Restaurant Association, at above 
address. 
JOHANNESBURG, WITWATERSRAND AGRICULTURAL SHOW— 
March 31 to April 7, 1947. At Milner Park, Johannesburg. 
Apply to the Secretary, Witwatersrand Agricultural Society 
Johannesburg, South Africa. 
Sypnry, Royat ANNUAL AGRICULTURAL SHOW— 
March 29-April 9, 1947. Apply to the Secretary, Royal 
Agricultural Society of New South Wales, 33 Macquarie 
Place, Sydney. 
MiLan, 8TH TRIENNIAL INTERNATIONAL EXHIBITION OF DECORATIVE 
AND INDUSTRIAL ARTS AND MODERN ARCHITECTURE— 


April-July 15, 1947, at the Arts Palace, Milan. Apply 
to the Palazzo dell’Arte al Parco, Milan, Italy. 

New York, INTERNATIONAL Beauty SHOW— 
April 9-13, 1947. At Grand Central Palace. Apply to 


Mr. Joseph Byrne, 19 West 44th Street, New York City. 


BasLe, INTERNATIONAL Fur anp LEATHER FarR— 
April 10-17, 1947. Apply to Manager, International Fur 
and Leather Fair, Isteinerstrasse 24, Basle, Switzerland. 
Final date for space applications past. 

Lyons INTERNATIONAL FarrR— 
April 12-22, 1947. Apply to Messrs. Clifford Martin, Ltd., 
Piccadilly House, 33 Regent Street, London, S.W.1. 
(Tel. : Regent 3051.) 

Bas.e, Swiss InpusTrRiges Farr— 
April 12-22, 1947. Apply to the Swiss Legation, Division 
Economique, 18 Montagu Place, London, W.1. (Tel.: 
Paddington 0701.) 


Urrecut, Royat NETHERLANDS Farr— 
April 15-24, 1947. Apply to the Netherlands Economic 
Service, Royal Netherlands Embassy, Hereford House, 
117 Park Street, London, W.1. (Tel.: Mayfair 8806.) 
Or to Mr. W. Friedhoff, c/o Netherlands Chamber of Com- 
merce, 1 Grosvenor Crescent, London, S8.W.1. (Tel.: 
Sloane 6225.) 


HeE.Lsrinerors, Finnish Serine Farr— 
April 19-27, 1947. At the Messuhalli, Helsingfors. Apply 
to Direktionen for Finlands Massa, Messuhallen, Helsingfors, 
Finland. Final date for space applications past. 
Toronto, CANADIAN RESTAURANT ASSOCIATION CONVENTION AND 
ExHIBITION— 
April 21-23, 1947. At Royal York Hotel. Apply to 
Mrs. F. G. Montgomery, Room 803, 6 Adelaide Street E., 
Toronto, 1, Ontario. 
OtTrawa, NATIONAL SPORTSMEN’s SHOW— 
April 21-26, 1947. At the Coliseum, Ottawa. Apply 
* to Mr. G. M. Geldert, Director, 50 Elgin Street, Ottawa, 
Canada. 
BrussE.s, INTERNATIONAL COMMERCIAL Farr— 
April 26-May 11, 1947. Apply to Brussels International 
Fair, 200 rue Maria Christine, Brussels. 


Poznan, INTERNATIONAL FarR— 
April 26-May 4, 1947. Apply to Commercial Secretariat, 
Polish Embassy, 40 Queen Anne Street, London, W.1. 
Lisson, INTERNATIONAL TRADE AND SAMPLES FarR— 
May 1-September 30, 1947. Apply to United Kingdom 
Agent, Miss R. E. Prince-Bishop, Rua Conde de Redondo 
18/R.C., Lisbon, Portugal. 
Cuicaaco, NationaL Piastics Exprosirrion— 
May 5-11, 1947. At the Coliseum. Apply to Messrs. 
Clapp and Poliak, Empire State Building, New York City, 1. 
VALENCIA, INTERNATIONAL TRADE Farr— 
May 10-25, 1947. Apply to Feria Muestrario Inter- 
nacional de Valencia, Valencia, Spain. Final date for space 
applications, March 15, 1947. 


Paris, INTERNATIONAL TRADE Farr— 
May 10-26, 1947. At Porte de Versailles, Paris. Apply 
to Miss E. Lambert, 11-13 Rugby Chambers, 2 Rugby Street, 
London, W.C.1. (Tel.: Chancery 6794.) Final date for 
space applications past. 

Paris, INTERNATIONAL RECONSTRUCTION EXHIBITION— 
May and June, 1947. At the Grand Palais and Cours la 
Reine, Paris. Apply to the Commissariat General, Grand 
Palais (Porte H), Avenue Alexandre III, Paris. 


Cuicaao, Rapio Parts anD ELECTRONIC EQUIPMENT CONFERENCE 
anpD SHow— 
May 11-16, 1947. Apply to Mr. Kenneth C. Prince, 111 
West Washington Street, Chicago. 


San Francisco, NationaL Marine Exposition— 
May 12-17, 1947. At Civic Auditorium. Apply to Mr. 
Roger E. Montgomery, 17 Battery Place, New York City, 4. 


STOCKHOLM, INTERNATIONAL INSTRUMENTS AND MEASUREMENTS 
CONFERENCE AND EXHIBITION— 
* May 31-June 8, 1947. At Royal Lawn Tennis Hall. 
Apply to A. B. Specialutstallningar, Stockholm, 5. 
ZAGREB, INTERNATIONAL SAMPLE FarR— 
May 31-June 9, 1947. Apply to Manager, Internationa! 
Sample Fair, Zagrebacki Velesajam, Savska Cesta, Zagreb, 
Yugoslavia. Final date for space applications March 31. 
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SrrasspourG, INTERNATIONAL EXHIBITION OF ART, BOOKS ANnp 
CuLTURE— 
June 1-15, 1947. Apply to the Société Fermiere des 
Expositions de Strasbourg, 9 Rue Brulee, Strasbourg, 
France. 
LILLE INTERNATIONAL FarR— 
June 7-22, 1947. Apply :—Foire Internationale, 69 rue 
Faidherbe, Lille, France. 
ATLANTIC City, TECHNICAL AND SCIENTIFIC ExPosITIoN— 
June 9-13, 1947. At Atlantic City Auditorium. Apply 
to Dr. Thomas R. Gardiner, 535 North Dearborn Street, 
Chicago, 10. 
BARCELONA, INTERNATIONAL TRADE FarR— 
June 10-25, 1947. Apply to the U.K. Agent, Mr. Joaquin 
Bosch, 109, Whitton Road, Twickenham, Middlesex. (Tel. ; 
Popesgrove 4822.) 
MiLAN, 25TH INTERNATIONAL SAMPLES FatR— 
June 15-29, 1947. (Postponed from April.) Apply to 
* Italian General Shipping, Ltd., 1, Hanover Square, 
London, W.1. (Tel.: Mayfair 6834.) Final date for 
space applications April 30, 1947. 
ATLANTIC City, INTERNATIONAL INDUSTRIAL EXPOSITION— 
June 15-September 1, 1947. At Million Dollar Pier. 
* Apply to Mr. Wm. G. Rolley, 10, Rockefeller Plaza, New 
York City. 


3RUSSELS, 15TH Foop INDUSTRIES EXHIBITION— 
July 6-21, 1947. At Grand Palais du Quartier du Cen. 
*  tenaire, Brussels. Apply to the Secretaire-General, 
Contederation de |’Alimentation Belge, 55 Rue de la Loi, 
Brussels. 


Caicaco, AUTOMOBILE AccESSORIES ExPposITrion— 
August 1-8, 1947. At Stevens Hotel, Chicago. Apply, 
Mr. R. G. Ames, Secretary, 1414 South Michigan Avenue, 
Chicago. 

CuristcHuURCH, New ZEALAND INDUSTRIES FarR— 
August 1-14, 1947. Apply to the Manager, Mr. R. 'T’. 
Alston, P.O. Box 381, H. B. Buildings, High Street, Christ- 
church, New Zealand. 


GDANSK (DAnzia) INTERNATIONAL Farr— 
* August 2-10, 1947. Apply to:—Commercial Secretariat, 
Polish Embassy, 40 Queen Anne Street, London, W.1. 


Lizcre, INTERNATIONAL SALON OF SCIENTIFIC RESEARCH AND 
INDUSTRIAL CoNTROL— 

August 2-September 28, 1947. Apply to Association des 
Ingenieurs sortis de L’Ecole de Liege, 31 Rue Saint-Gilles, 
Liege. 

TurRKEY, Izmir INTERNATIONAL FarR— 
August 20-September 20, 1947. Apply to the Commercial 
Counsellor, Turkish Embassy, 47 Elm Park Gardens, 
London, S.W.10. (Tel.: Flaxman 4242.) 


Toronto, CANADIAN NaTionaL EXHIBITION— 
August 22-September 6, 1947. Apply to Mr. G. H. Ward, 
United Kingdom representative, Canadian Chamber of 
Commerce, in Great Britain, Inc., British Columbia House, 
3 Regent Street, London, 8.W.1. (Tel.: Whitehall 2794.) 


SrocKHoLMm, 5TH St. Errk’s INTERNATIONAL FarR— 
August 23-September 7, 1947. Apply to St. Erik’s- 
Massan, Stockholm, 5, Sweden. 

VaNcovuver, Pactric NaTionaL ExHIBITION— 
August 25-September 1, 1947. Apply to Mr. V. Ben 
Williams, Exhibition Park, Vancouver, B.C. 


Urrecut, Royat NETHERLANDS INDUSTRIES FarR— 
September 9-18, 1947. Apply to the Netherlands Economic 
Service, Royal Netherlands Embassy, Hereford House, 117 
Park Street, London, W.1. (Tel.: Mayfair 8806), or to 
Mr. W. Friedhoff, c/o Netherlands Chamber of Commerce, 
1 Grosvenor Crescent, London, S.W.1. (Tel. : Sloane 6225.) 


MonTREAL, EASTERN CANADA HAIRDRESSERS’ CONVENTION AND 
Beauty TRADE SHow— 
* September 14-17, 1947. At Mount Royal Hotel, Montreal. 
Apply to Mr. A. G. Frame, Room 911, 137 Wellington 
Street, W., Toronto. 


Guent, FLANDERS INTERNATIONAL Farr— 
* September 20-October 4, 1947. Apply to Permanent 
Secretary, 17 Rue des Flandres, Ghent, Belgium. 


New York, NationaL Business SHow— 
September 29-October 4, 1947. At Grand Central Palace. 
Apply to Mr. Edwin O. Tupper, 30 Vesey Street, New 


York, 7. 
New York, Nationat Harpware SHow— 
October 15-18, 1947. Grand Central Palace. Apply 


* to Mr. Charles Snitow, 331 Madison Avenue, New York 
City, 17. 


New York, Coemicat Inpustrigzs Exposition— 
December 1-6, 1947. At Grand Central Palace. 
Mr. Charles F. Roth, at above address. 


1948 


Toronto, INTERNABIONAL FarR— 
May 31-June 12, 1948. Apply to the Canadian Government 
Exhibitions Officer, Canada House, Trafalgar Square, 
London, 8.W.1. (Tel.: Whitehall 9741.) 


Apply to 
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ADVERTISEMENTS 





RICHARD MANNHEIM 
329 High Holborn, London, W.C.1. 

Tel. Address : Richmann, Holb., London 
International Buying and Selling Agent, Shipper. 
Importer and Exporter since 1909. 
Chemicals, Oils, Waxes, Animal Feeding Stuffs, Gelatine. 





Young man with export experience requires situation 
requiring drive and initiative. Prepared to travel if 
required. Able to drive car. Write Box No. M2600, 
Board of Trade Journal, 429 Oxford Street, London, W.1. 





AMERICAN MARKETS—CANADA and U.S.A. 


Director of British Company, proceeding in May toU.S.A. 
and CANADA to establish own lines, wishes to contact 
firms interested in these markets and having goods, 
patents and/or manufacturing rights to sell. Prepared 
to act as Agent-Representative or any other capacity. 
Please reply, Box No. S733, Board of Trade Journal, 429 
Oxford Street, London, W.1. 





EXPORT MANAGER REQUIRED by old-established 
firm, making modern office appliances, with growing 
export business. Must be good sales organiser, corres- 
pondent, etc. Write giving full details of experience, 


salary required, to M.M.—18, Thurloe Place, S.W.7. 





KNITTING PINS, Crochet Hooks, Hat Pins, Rug-Making 
Tools, Shoe Lifts, Thimbles. All for prompt delivery. 
Modern Age Needle Co., 362 City Road, London, E.C.1. 
Telephone : Terminus 1469. 





CROCHET LACE. SREE VILAS LACE WORKS 


Manufacturers and Exporters of high class handmade 
Cotton Lace Goods. Luncheon Sets, Dressing Table 
Sets, Runners in different patterns, Tray Cloths, Tea 
Cosies, D’oyleys, Babies’ Bonnets, Handkerchiefs, Night- 
dress Bodies, Nightdress Yokes, Camisole Tops, Bed- 
spreads in single and double, Collars, Pin Cushions, 
Gloves, Lace in piece, etc. etc. 

NARSAPUR, WEST GODAVARI DISTRICT 


(SOUTH INDIA) 
Trade enquiries solicited. 





JOHN YUILLE (Metal Wools) LTD., 
Scottish Industrial Estate, 
GLASGOW, S.W.2. 


Telephone :—Halfway 1644. 
Manufacturers of STEEL WOOL for home and export. 


Please ask for our catalogue. 
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The Potato- Peeling Problem 
Solved.... 


ys 
9 


NON-ELECTRIC PEELER THAT 
SAVES WASTE, TIME & LABOUR 





e 
9 





In every canteen in every business there is the daily 
problem of peeling potatoes (and other vegetables). 


Hurried peeling wastes one-fifth of the vegetables, 


valuable time and expensive labour. 


Yet the whole thing can be done—at long last—by 
Potatomite. 


Potatomite peels several pounds of potatoes in between 
two and three minutes. Place them in the Potatomite, 
slowly rotate a smooth-running handle and presto! There 
they are—clean, skinned, snowy-white. All dirt and soil 
is washed away. In the bottom in a sieved container is a 
small patch of thin skin. No waste. No thick peel. And 
no hard work or wasted time. 


With one Potatomite one person can peel enough potatoes 
or other vegetables for fiftu people in well under half-an-hour. 
Without toil. Without electric current. And there is no 
complicated mechanism to go wrong at crucial moments. 
The Potatomite is GUARANTEED against any form of 
mechanical trouble for one year. But it will last for many, 
many years. The saving in wages, vegetables and labour 
will pay for it in a very few weeks. 


The Potatomite costs only nine guineas inclusive of tax. 
It is beautifully constructed in duotones of enamel. It 
is easy to maintain—no oiling even is required since the 
phosphor-bronze bearings packed in graphite. It 
stands seventeen inches high and ten and a-half in diameter. 
It is a really solid piece of British engineering craftsmanship 
yet light in weight (the most delicate woman could lift it 
with one arm). It looks handsome in any surroundings. 
But its greatest value is its utilitarian value. There is 
nothing else like it on the market because it is as new as 


are 


its name. 

Send for your Potatomite to-day (more than one, if you 
have a very big canteen). Delivery can be made from stock 
where remittances accompany orders. Others in a few 
days, so long as stocks last. Every Potatomite is guaran- 
teed. But in any case your money will at once be refunded 
without any quibble if you are not delighted. Your 
kitchen staff certainly will be! 

To save clerical labour just send the small panel below 
attached to your letter heading. 


Messrs. BRANKER, LTD., B.T.1. Dept. 
8 Bugle Street, 
SOUTHAMPTON. 


Please send meé......... Potatomite(s) by return, 


Our remittance for......... is enclosed herewith. It 
is understood that in the event of our being dis- 
satisfied payment will be refunded at once without 
any question providing we return the Potatomite 
within 48 hours. 


SCOHHEHH SSS SH SEES EOS ESESEEEEESESEOEOESS 
SOCooeeeeereseseeeeseeseseseseseseee® 





466 THE BOARD OF TRADE JOURNAL 22 March 1947 22 


Export NG: |! 


Yu 


elus sow 5 
p ther ndle qo" |: 


De] 
Ho 


SHIPPING, ‘i 
FORWARDING, |. 
INSURANCE and 

CUSTOMS CLEARANCES 


Telephone : &CO 
Mansion House 9216 (2 lines) 


LTD. 


sesounie ities, London. K I NG WI L L IAM ST. HOUSE. 
ARTHUR ST. LONDON BRIDGE, LONDON,ECA. 












Cables : 
Oceanwyde, London. 





covorun covernnent | HOMACOL 


rs LIQUID TOILET SOAP 


Tenders are called for by the Director General, 
Mechanical and Electrical Department, Ministry 
of Public Works, Cairo, Egypt, for the supply, 
construction, erection and delivery to site of 
five floating pumping stations, each consisting of 
one diesel pumping set installed on a barge and 
three delivery pipe lines 70 cm. diameter or x TRADE MARK # 
alternatively four floating pumping stations each % (Regd) 
consisting of two diesel pumping sets installed 
on one barge and three delivery pipe lines. 
Required for lifting Nile water for irrigation at 
Higz South, Sharawna and Faris in Aswan 
Province. 








> 
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Tenders should be submitted direct to the 
Director General, Mechanical and Electrical 
Department, Ministry of Public Works, Cairo, 
Egypt, not later than noon on the 23rd of April, 
1947. 





ne ee Pure, hygienic and economical, 


Homacol gives a richly emollient 


Copies of the necessary conditions of tender, specifica- lather. 
tions and drawings can be obtained on application to the 
Chief Inspecting Engineer, Egyptian Government, 41 Tot- Write now for full particulars to:— 
hill Street, London, S.W.1, against remittance of 


£5 2s. 6d. per set, which sum is not returnable. Copies HORTON MANUFACTURING CO. LTD. 
of these documents are also available for scrutiny at the RICKMANSWORTH, HERTS Ll 


above address. 





Phone: Rickmansworth 3191. Grams; ‘Liquisopa’ Rickmansworth. 


























947 


wi 


=) = 





92 March 1947 


THE BOARD OF TRADE JOURNAL 


467 


Yugoslav Nationalization Law 


DECREE concerning the nationalization of private 


economic enterprises was passed through the National 
Assembly of the Federated People’s Republic of 


Yugoslavia and became Law on December 6, 1946. The 
Law covers practically every field of economic activity, 
except the retail trade and agriculture, and provides that 
all private economic enterprises of general State or Repub- 
lican importance are nationalized and pass into State owner- 


ship. 


The following lists have been received of firms declared to 


be of Republican importance. 


Any British persons 


having interests in any of the concerns listed below 
are advised, if they have not already done so, to communicate 
details of their interests to the Trading with the Enemy 
Department, 24 Kingsway, London, W.C.2 (Telephone, 
Holborn 3400), with a view to putting forward claims for 
compensatien. 


List No. 5. 
(Published September 4, 1946.) 


Enterprises of local importance administered by the Sreski (town 
according to the Srez) national committees. 








No. Name and place 

17. Saw-mill, Ripac, Palanka, 

18. Saw-mill, Bosanski Brod. 

19. Saw-mill Suica with forest organizations in Livno. 

20. State saw-mill ‘‘ Lajtenberg,” Bijeljina. 

21. Saw-mill Sejkovici-Vlasenice. 

22. Saw-mill Kladanj. 

23. Saw-mill ‘ Zlousic,” Vares. 

24. Saw-mill ‘“‘ Kozina,”” Kresevo. 

25. Combined workshop, Visegrad. 

26. Combined workshop, Idvno. 

27. Shoe and opanak workshop, Visoko. 

28. Carpenter-locksmith workshop, Hadjici. 

29. Machine-carpenter workshop, Foca. 

30. Machine-carpenter workshop, Rogatica. 

31. Lignite mines, Gracanica-Bugojno. 

32. Mines, Vesela-Bugojno. 

33. Mines, Karanovac-Gracanica. 

34. Mines, Eminovo Selo-Duvno. 

35. Mines, Bila, near Travnik. 

36. Mines, Lastva-Trebinje. 

37. Spa, Kulasi-Prnjavor. 

38. Spa, Gornji Seher-Banja Luka. 

39. Visegrad spa, Visegrad. 

40. ‘ Klokoti,” spring, Fojnica. 

41. Town architecture enterprise, Banja Luka. 

42. Town enterprise for water works and canalization, Banja 
Luka, 

43. Fishing area, Hadjici. 

44. Town Savings Bank, Banja Luka, 

45. Town Savings Bank, Mostar. 

46. ‘Town supply enterprise, Banja Luka. 

47. Town supply enterprise, Bihac. 

48. Town supply enterprise, Mostar. 

49. Plum depot ‘‘ Mahmutbegovic,” Bosanski Samac. 

50. State mill, Dvorovi-Bijeljina. 

51. Mill “ Sipad,” Brcke. 

52. Mill ‘‘ Gvozdarevic,”” Derventa. 

53. Town mill, Travnik. 

54. Motor mill ‘‘ Martinac,” Derventa. 

65. Electric mill “‘ Pasic,” Turbe. 

56. County (sreski) mill ‘‘ Cekicar,” Foca. 

57. Motor mill Kalinovik. 

58. Mill ‘‘ Veber,’’ Kljuc. 

69. Motor mill, Visegrad. 


Institutions and other estate of local im 


List No. 6. 
(Published September 4, 1946.) 
rtance administered by 


Sreski (and town according to Srez) national committees. 
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All Sreski health stations. 

Sreski agricultural stations, Prozor. 

All Sreski fruit nurseries. 

All Sreski veterinary ambulances. 

All mountain pastures of Sreski importance. 

Estate of the former agricultural school with the nursery, 
Boz, Krupa. 

Junior agricultural house school, Kalinovik. 

Junior agricultural house school, Lastva-Trebinic. 

“‘ Klinja ” Dam on the river Musica, near Gacko. 

Separate smaller forests of Sreski importance as well as those 
which come under the agrarian reform and are of Sreski 
importance. 


LIST PUBLISHED IN SLOVENE OFFICIAL GAZETTE, 


November 30, 1946 :— 


Ing. Umek Anton, Ljubljana. 
Ing. Pretner Aleksander, Ljubljana. 








No. Name and place 
3. Ing. Sramel Vladimir, Ljubljana. 
4. Bricelj Ivan, Ljubljana. 
5. Gabrijelcic Just, Ljubljana. 
6. Ljubljanska gradbena ind. druzba, Ljubljana. 
7. Slokan Ivan, Ljubljana. 
8. Ing. Zivec Franc, Ljubljana. 
9. Zupanc Janez, Ljubljana. 
10. Battelino Angel, Ljubljana. 
11. Zupan Miroslav, Ljubljana. 
12. Plemelj Ivan, Bled. 
13. Ing. Jelenc—ing. Slajmer, Maribor. 
14. Krizaj Vinko, Ljubljana. 
15. I. slovenska zidarska zadruga, Ljubljana. 
17. Ing. Cmak Henrik, Celje-okolica. 
18. Zakotnik Ivan, Ljubljana. 
19. Kamnikar Alojzij, Ljubljana. 
20. Ravnikar Franc, Ljubljana. 
21. Martinec Franc, Ljubljana. 
22. Hotel Toplice z depandansami, Bled. 
23. Pension Mon Plaisir, Bled. 
24. Hotel Bellevue, Boh. jezero. 7 
25. Hotel Posta, Celje. 
26. Hotel Triglav, Dobrna. 
27. Hotel Evropa, Kranj. 
28. Hotel Erika, Kranjska gora. 
29. Hotel Slon, Ljubljana. 
30. Hotel Orel, Maribor. 
31. Hotel “ Pri zamorcu,”’ Maribor. 
32. Zdravilisce, Rimski vrelec. 
33. Hotel Triglav, Rogaska Slatina. 
34. Gabrniska Slatina. 
35. Kostrivniska Slatina. 
36. ‘‘Alko ’—Adolf Lorant & Co., Ljubljana. 
39. Cermelj Kristijan, Ljubljana. 
40. Gregorc & Co., Ljubljana. 
41. I. Knez, Ljubljana. 
42. Levanic Josip, Ljubljana. 
43. ‘‘ Chenolabor ’’—Lovse Anton, Ljubljana. 
44. ‘‘ Papiroteka,” Ljubljana. 
46. Petelinc Josip, Ljubljana. 
48. Radanic P io, Ljubljana. 
49. ‘Salus,’ Ljubljana. 
50. Splosna trg. druzba z o. z., Ljubljana. 
51. Standard Vacuum d.d., Ljubljana. 
52. Sostaric. Petan & Erker, Ljubljana. 
53. Urbanc Feliks, Ljubljana. 
54. Ant. Krisper Coloniale, Ljubljana. 
56. Jelacin Ivan, Ljubljana. 
57. Kolmann F., Ljubljana. 
58. I. C. Mayer, Ljubljana. 
59. Prometni zavod, Ljubljana. 
60. Dolenjske zeleznice. 
61. Lokalna zeleznica Kranj-Trzic. 
62. Lok. zeleznica Ljubljana-Vrhnika. 
63. Stavbinska in hotelska dd. Union, Ljubljana. 
64. Centralna transp. druzba z o.z., Ljubljana. 
65. Andrasic Ignac, Kranj. 
66. Crobath Mirko dr., Kranj. 
67. “ Kovina” d. zo. z., Kranj. 
68. ‘‘ Koza” d. zo. z., Trzic. 
69. Majdic Peter ‘‘ Merkur,” Kranj. 
70. Savnik Ivan, Kranj. 
71. Adamic Anton, Kranj. 
2. Adamic Ivan, Kranj. 
73. Celjska vinarna d. z o. z., Celje. 
74. Pazarinc Anton, Celje. 
75. Jug. Standard Vacuum Oil Co., Celje. 
76. Mastnak Alojz, Celje. 
77. Schimmel & Comp. d. z o. z., Celje. 
78. Bergant Stane, Maribor. 
80. Jug. Standard Vacuum Oil Co. d. d., Maribor. 
81. Korazija Ivan, Maribor. 
82. Pinter & Lenard, Maribor. 
86. Kosi Viktor, Maribor. 
89. Korosec Franc, Gor. Radgona. 
90. Vrabel Franjo, Ptuj. 
91. Brencic Anton, Ptuj. 
92. Oset Milos, Maribor. 
94. Medic Ivan, Novo mesto. 
96. Kastelic Franc, Novo mesto. 
LIST PUBLISHED IN SLOVENE OFFICIAL GAZETTE, 
September 12, 1946 :— : 
1. Drzavni rudnik Zabukovica, Zabukovica. 
2. Rudarska zdruzba Bohemia, Pecovnik priCelju 
3. Premogovnik keramicne industrije d.d., Liboje pri Celju. 
4. Premogokopna zdruzba Belokrajina, Kanizarica. 
5. Sentjanski premogovnik Jakil, d.d., Krmelj. 
6. Premogovnik Brezovica, Mirna. 
7. Premogovnik Presika, Presika-Ljutomer. 
8. Premogovnik.Kljucarovci in Sodinci, Kljucarovci, Sodinci 


(Continued on next page) 
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Premogovnik Podgorci, Podgorci—Vel. Nedelja. 
Rudarska zdruzba Otocec, Orocec-Novo mesto. 
Selo—Kaolin, Kaolinski kop, Selo pri Kamniku. 
Rudarska zdruzba Jugoruda, Orle. 
Premogovnik Vrh, Grahovica-Novo mesto. 
Premogovnik Rincetovo, Rincetovo-Ljutomer, 
Globoko Sutla, Globoko-Brezice. 

Crna Kaolin d.d., Crna-Kamnik. 

Rudnik Barita, Plese pri Skofljici. 

Dolenc A. Livarna, Ljubljana. 

Globocnik J. zicniki, Ljubljana. 

Smole A. livarna, Podsmreka. 

Eylert Ernest, Maribor. 

Faric, Maribor. 

Jugoindus zel. konstrukcije, St. Vid. nad Ljubljane, 
G. F. Schneiter, Skofja Loka. 

Livarna Muta, Muta ob Dravi. 

“ Eka,” kovinska galanterija, Ljubljana. 
Lajovic, kov. galanterija, Ljubljana. 
Saturnus, Ljubljana. 

A. Westen, tovarna posode, Celje. 

Kelner in sin, kovaska ind., Slovenj Gradec. 
Kiefer H., kovaska industrija, Sv. Lovrenc-Pohorje. 
Zelezoprometno, Bistrica-Limbus. 

Mariborska livarna in tvronica kovin, Maribor. 
Prva jugosl. kov. ind., Celje. 

Urabic, zicno pletivo, Celje. 

Knez & Pacchiaffo, zlatnina, Celje. 

Tofra, tovarna nozev, Maribor. 

Telprom, Ljubljana. 

Jugoslovanska Metro, Maribor. 

Jaksa & Co., Ljubljana. 

Sava d. z o. z., Jesenice. 

Seta, Tacen. 

Pogacnik A., zelezarna in livarna, Ruse. 
Globocnik, tovarna kos, Trzic. 

Pontos, Maribor. 

K. in R. Jezek, tov. poljed. strojev, Maribor. 
Plamen, kovinska zadruga, Kropa. 

Rebek I. tvornica tehtnic, Celje. 

Opekarna, Kosaki pri Mariboru. 

Opekarna Radvanje, Radvanje pri Mariboru. 
Celjske opekarne, Celje. 

Celje opekarne, Malec. 

Zdruzene opekarne d.d., Ljubljana. 

Opekarna Sodin, Lubecna pri Celju. 

Samotna tovarna, Store. 

Alpeko d. z o. z., Ljubljana. 

Keramicna ind., Liboje, Liboje pri Celju. 
Keramika, Novo mesto. 

Granitna ind., ing. Lenarcic, Josipdol-Pohorje. 
Granitolom Res, Josipdol-Pohorje. 

Granitolom Oplotnica, Oplotnica-Slov. Konjice. 
Granitolom Recenjak Ehrlich, Sv. Lovrenc na Pohorju. 
Kamnolom Visole, Slov. Bistrica, 

Kamnolom Tinje, Sv. Urh pri Slov. -Bistri. 

Fr. Swaty, tovarna umetnih brusov, Maribor. 
A. Res, Ljubljana. 

Kreda, Radovna pro Bledu. 

Vodlan Ivan, Dobropolje. 

A. Birolla, Kresnice. 

Drz. Zaga, Crna Musenik, Crna Musenik. 

Drz. zaga, Mislinja, Mislinja. 

Drz. zaga Suhi dol, Slovenj Gradec. 

Drz. zaga Josipdol, Ribnica na Pohorju. 

Drz. zaga, Viltus, Selnica ob Dravi. 

Drz. zaga (Germut), Podvelka. 

Drz. zaga (Potocnik), Brezno ob Dravi. 

Drz. zaga (Vrencur), Marenberg. 

Drz. zaga (Zmork), Marenberg. 

Drz. zaga (Lesnik), Sv. Lovrenc na Pohorju. 
Drz. zaga (Vrencur), Sv. Lovrenc na Pohorja. 
Drz. zaga (Attems), Slov. Bistrica. 

Drz. zaga (Thurn), Vitanje. 

Drz, zaga, Lukanja, Oplotnica. 

Drz. zaga (Hrastnik), Slov. Konjice. 

Drz. zaga (Magerl), Poljcanxe. 

Drz. zaga (Pukel), Zrece. 

Drz. zaga, Solcava, Solcava. 

Drz. zaga, Nazarje, Nazarje. 


Drz. zaga (Skaza), Selo pri Velenju. 


Drz. zaga (Srebotnjak), Sv. Peter v Savinjski dol. 


Drz. zaga, Stahovica, Kamnik. 
Drz. zaga (Hajnrihar), Kranj. 


Drz. zaga (Hajnrihar), Skofja Loka. 
Drz. zaga, Sv. Katarina (Born), Trzic. 


Drz. zaga (Cuden), Bohinjska Bisyrica. 


Drz. zaga (Macek in Hren), Logatec. 


Drz. zaga, Impreks (Rudez), Ribnica, 


Drz. zaga (Jakomini), Kocevje. 


Lesna industrija Teharje, Teharje. 


No. 
89. 
90. Drz. zaga (Goll), Velenje. 
91. Drz. zaga (Hauke), Sostanj. 
92. Drz. zaga (Zmauc), Sostanj. 
93. 
94. Drz. zaga (Cater), Celje. 
95 
96. 
97. Drz. zaga (Hajnrihar), Kokra. 
98. 
99. 
100. Drz. zaga Trzic (Born), Trzio. 
101. Drz. zaga Gorjana, Bled. 
102. Drz. zaga, Fortuna, Bled. 
103. Drz. zaga, Soteska, Bohinj. 
104. Drz. zaga (Rekar), Jesenice. 
105. 
106. Drz. zaga (Kotnik), Verd. 
107. Drz. zaga (Gale), Bistra. 
108. Drz. zaga (Krajc), Cerknica. 
109. Drz. zaga (Serko), Cerknica. 
110. 
lll. Drz. zaga, Ravnik, Planina. 
112. Drz. zaga, Sneznik, Pudob. 
113. 
114. Drz. zaga (Kozler), Ortnek. 
115. Drz. zaga, Loski potok. 
116. Drz. zaga, Grearice. 
117. Drz. zaga (Zurl), Kocevje. 
118. 
119. Drz. zaga, Soteska pri Strazi. 
120. Potocnik, Mezica. 
121. Lesna zadruga, Prevalje. 
122. Verzun, Dravograd. 
123. Pahernik, Vubred. 
125. Cas, Dovze. 
126. Jas, Mislinja. 
127. Tavcar, Vuzenica. 
128. Kaudek, Ruse. 
129. Stern, Race. 
130. Kersic, Hoce. 
131. Kopac, Slov. Bistrica. 
132. ‘* Pohorje,” Slov. Bistrioa. 
133. Kunstelj, Slov. Bistrica. 
134. ‘* Drava,’’ Maribor. 
135. Jonke, Oplotnica. 
138. Miklavzina, Gornji grad. 
139. Klemensek, Solcava. 
141. Kolenc, Recica ob Savinji. 
142, 
143. Borlak, Sv. Jurij ob. j.z. 
144. Mulej, Bled. 
145. Humerca, Bohinjska Bela. 
146. Impex, Bohinjska Bistrica. 
147. Hajnrihar, Bohinjska Bistrica. 
148. ing. Zupanc, Lancovo. 
149. Sparovec, Lipnica. 
150. ‘“* Vintgar,”’ Bled. 
151. Pogacnik, Podnart. 
152. Virnik. Jezersko. 
153. Simic, Bodovlje 
154. Dolenc, Preddvor. 
155. Dolenc, Skofja Loka. 
156. Gorjanc, Kranj. 
157. Milavec, Dol. vas. 
158. Furlan, Logatec. 
159. Meden, Begunje. 
160. Hodnik in Volk, Logatec. 
161. Kunstelj, Logatec. 
162. Trsar, Logatec. 
163. Premrou, Martinjak. 
164. Kovac, Stari trg. 
165. Maticic, Laze pri Planini. 
166. Kunstelj, Gorica vas. 
167. Bastar in Arko, Kocevje. 
168. Dugolin, Sodrazica. 
169. Siska, Straza. 
170. 


Remec & Co., Duplica pri Kmaniku. 


(it is hoped to publish a further list of firms to be nationalized 


in an early issue). 
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Precision Bar and 


This powerful new “‘Staffa” hand 
bar bender is a precision machine 
capable of bending steel and cop- 








Ns meter through angles as great as 



















per tubes from fin. to 1%in. dia- 


180°-COLD AND UNLOADED. 


o.d. 


1%in. x o.d, 


1kin. x Zin. 





COMMERCIAL 


Dept. (38), Staffa Works, Leyton, E.10 


“Quick shaping with this new 


The “ Staffa” precision bender 
weighs 45 lbs. without formers, 
which are supplied separately in 
sets according to customers’ re- 
quirements. 

SET 1 will bend Light Gauge 


and Copper tubes gin. o.d. to 
1xin. o.d., throat radius 34in. x 


SET 2 will bend Gas and Steam 
tubes Zin. to 1in., throat radius 


SET3willbend Rounds 


up to Zin.; Squares up bias 
to &in.; Flats up to/from1in. j 


STRUCTURES 





Tube Bender” 


says Sam Staffa. 














Throat 
radius 


to 3in. 


Special formers for inter- 
mediate sizes, and for bend- 
ing light angles and chan- 
nels, supplied to order. 








LEYtonstone 3678 














Cutlery, Tubular Furniture, Domestic 
Hollow-ware and Small Tools 


Advertisers are open to accept a limited number of 
orders for the following goods for export. Payment 
desired in London :— 

Settees, Easy Chairs and Stacking Chairs. Stewpans, 
Saucepans, Frying Pans (not enamelled). Graters, 
Colanders, Strainers, Pastry Cutters, Téasting Forks, 
Sink Tidies, Bathroom Fittings, Towel Rails, Tumbler 
Holders, Toothbrush Holders, Glass Shelves and 
Brackets. Small Tools—Screwdrivers, Augur Bits, 
Gimlets, Axes, Cistern Pulls, etc. Plastic—Anti-Splash 
Nozzles, Egg Cups, Table Mats, Side Combs, Cutlery. 
Combination Padlocks and Electric Toasters, etc., etc. 


Apply in first instance 
Box No. 60, B.0.T., 429 Oxford Street, London, W.1 




















Government Surplus in Stock 


Hammocks, Bivouac Tents, Marquees, 
Store Tents, Kitbags, Tool Boxes and 
Bags, Gas Capes, Gas Gloves, Sleeping 
Bags, Haversacks, 70,000 yards of 12oz. 
Hessian in 45ft. pieces, New Nylon Cord, etc. 


S. ZIMMERMAN & SON, LTD. 
228, CABLE STREET, LONDON, E.x. 


Telephone: Stepney Green 4861-2-3 
Cables: Zimmerags, Phone, London 


R. V. SPENCER & CO. 


8, ST. MARY-AT-HILL, LONDON, E.C.3. 


DISTRIBUTORS AND GENERAL 
EXPORTERS 


Our Services are at the Disposal of :— 


MANUFACTURERS 
Wishing to Develop Their Home & Export Trade. 


OVERSEAS BUYERS 


Wishing to purchase Electric Fires, Cookers, Irons, 
Kettles, etc. Radio Receivers, etc. Oil Burning 
Appliances, Plastic Products, Sheeting, Domestic 
Aluminium Ware, Rubber Products, Mirrors, 
Reconstruction Materials, etc. 











FIVE REASONS 
Why FENNER =A 
V-Belts are best 


B TOP RUBBER AND FABRIC 
Allows repeated flexings without 
deterioration. 


@ LOAD CARRYING CORDS © BOTTOM RUBBER 


J 





Strong cords in parallel layers Heat resistant, pliable. tough; 

re ead eazy; liminate for long lfe om small pulley 
4) INNER COVER @ OUTER COVER 

Protects against moisture, dust Maximum resistance to ageing 

and wear; bias-cut for strength. 


and dirt. 








J. H.FENNER « C° L? = 
V-BELT SALES DIVISION @ HECKMONDWIKE, YORKSHIRE 


Hull, London, Manchester, Birmingham, Glasgow, Newcastle, Cardiff, Belfast, Nottingham 
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FOR ALL INDUSTRIES, PUBLIC SERVICES AND AGRICULTURE 











INDUSTRIAL 7212400 


VACUUM CLEANERS 


command an ever widening sphere of useful- 
ness in commerce. They are as indispensable 
to efficiency on the farm, in the flour-mill and 
the factory as they are in the electric power- 
house. Difficulties peculiar to each have 
been effectively solved by B.V.C. Systems. 
These are just four cases taken at random 
from along list. Other problems in other 
trades await their solution, and our staff of 
experts is always available for consultation. 


Write to-day to: 


The British Vacuum Cleaner and eee 
Engineering Co., Ltd. if tk 


(Dept. 18F). Leatherhead, Surrey. Phone: Ashtead 866 
4 THE ORIGINATORS OF VACUUM CLEANING 


eve are also makers of GOBLIN THE ELECTRIC CLEANER 


FOR EVERY HOME 














Trinity House, London. 


The Corporation of Trinity House invite Tenders 
for any or all of the following stores, viz :— 
BoaT Hooks, Brooms & BRUSHES, 
CoTTON WASTE, GLASS CYLINDERS, 
GLASSWARE & CROCKERY, HARDWARE 
& HOLLOW-WARE, SHIPS’ FENDERS. 
Forms of tender can be obtained on application to 
the Secretary, Trinity House, Tower Hill, London, 
E.C.3., te whom tenders in sealed envelopes are to 


be returned not later than 2 p.m. on Tuesday, 
Ist April, 1947. 


The Corporation do not bind themselves to accept 
the lowest or any tender. 


R. H. G. THomson, Secretary. 

















‘A. GILBERT 


AND PARTNERS LIMITED 
invite 
MANUFACTURERS OF 
LEATHER HANDBAGS 


to contact their EXPORT DEPARTMENT. 


Payment in London. 


10 DRAKE STREET, LONDON, W.C.1 


Telephone : HOLborn 9625 (Private Branch Exchange) sx 


SOLE MANUFACTURERS 


DURATUBE & WIRE LTD; FELTHAM, Mddsx: ENGLAND &§ 























omen apenas 
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H.M. Trade Commissioners and Imperial Trade Correspondents 


N.B.—Telegraphiec addresses are given in brackets. In any tefritory where a Trade Commissioner’s post is in existence United 
Kingdom firms are invited to correspond with the Trade Commissioner and not with the Imperial Trade Correspondent. 


CANADA 
H.M. Trade Commissioners 

Orrawa.—Mr. A. M. Wiseman, O.M.G., M.C., H.M. 
Senior Trade Commissioner in Canada; Mr. A. R. Bruce, 
H.M. Trade Commissioner, 56 Sparks Street, Ottawa. 
(‘‘ Sencom Ottawa.’’) 

MONTREAL.—Mr. R. K. Jopson, O.B.E., H.M. Trade 
Commissioner: Mr. P. S. Young, H.M. Trade Com- 
missioner; Mr. W. D. Lambie, H.M. Trade Com- 
missioner for the Maritime Provinces; 1111 Beaver 
Hall Hill, Montreal. (‘‘Britcom, Montreal.’’) 

ToRONTO.—Mr. J. Paterson, H.M. Trade Commissioner; 
Mr, A. P. Timms, H.M. Trade Commissioner, 901-902 
Montreal Trust Building, 61-67 Yonge Street, 
Toronto. (‘‘ Toroncom, Toronto.’’) 

VANCOUVER.—Mr. H. Oldham, H.M. Trade Commissioner, 
850 West Hastings Street, Vancouver. (‘‘ Vancom, 
Vancouver.’’) 

WINNIPEG.—Mr. D. Broad, H.M. Trade Commissioner, 
703 Royal Bank Buildings, Winnipeg. (‘‘ Wincom, 
Winnipeg.’’) 

Maritime Provinces—see Montreal. 
Imperial Trade Correspondents 

NEW BRUNSWICK.—Mr. W. E. Anderson, 32 King Square, 
Saint John. 

Nova Scotia.—Mr. E. A. Saunders, Board of Trade, 


Halifax. 
NEWFOUNDLAND 
H.M. Trade Commissioner 
Mr. W. D. Lambie, H.M. Trade Commissioner for New- 
foundland, 1111 Beaver Hall Hill, Montreal. (‘‘ Brit- 
com, Montreal.’’) 
Imperial Trade Correspondent 
Sr. JoHN’s.—Miss W. Caldwell, M.B.E., Second Secretary 


for Customs. 
AUSTRALIA 
H.M. Trade Commissioners 

SypDNEY.—Sir R. W. Dalton, C.M.G., H.M. Senior Trade 
Commissioner in Australia; Mr. J. R. Adams, H.M. 
Trade Commissioner ; Mr. A. W. Burton, M.B.E., H.M. 
Trade Commissioner, Prudential Building, 39-49 Martin 
Place, Sydney. (‘* Combritto, Sydney.’’) 

MELBOURNE.—Mr. i. 2s Gurney, O.B.E., H.M. Trade 
Commissioner, Henty House, 409 Little Collins Street, 
Melbourne, 0.1. (‘*‘ Combrit, Melbourne.’’) 

BRISBANE.—Mr. S. A. Deacon, H.M. Trade Com- 
a, Estates Chambers, 108 Creek Street, 

risbane. (‘‘ Combriton, Brisbane.’’) 
Im — Trade Correspondents 

UTH AUSTRALIA.—Mr. C. B. Jennings, Mutual Life 
Chambers, 44 Grenfell Street, Adelaide. 

WESTERN AUSTRALIA.—Mr. H. C. Reid, c/o Messrs. 
Connor, Doherty and Durack, Ltd., Howard Street, 
Perth. (‘*‘ Combritent, Perth.’’) 


NEW ZEALAND 
H.M. Trade Commissioners 
WELLINGTON.—Mr. R. Boulter, C.M.G., H.M. Senior 
Trade Commissioner; Mr. H. F. Stevens, H.M. Trade 
Commissioner (P.O. Box 369), T. & G. Building, Grey 
Street, Wellington, 0.1. (‘‘ Wellingcom, Wellington.’’) 


SOUTH AFRICA 
H.M. Trade Commissioners 
CAPE Town.—Mr. W. Peters, C.M.G., H.M. Senior Trade 
Commissioner in the Union of South Africa; Mr. C. 
Kemp, H.M. Trade Commissioner, P.O. Box 1346, 
Colonial Orphan Chamber Buildings, 41 Parliament 
Street, Cape Town. (‘‘ Austere, Cape Town.’’) 
JOHANNESBURG. —Mr. L. Harrison, H.M. Trade Commis- 
sioner, Prudential Assurance Buildings, 90 and 92 Fox 
Street, Johannesburg. (‘‘ Austere, ohannesburg.”’) 
Imperial Trade Correspondents 
CaPB PRovINcE.—Mr. W.R. Fryer (P.O. Box 48), Port 
Elizabeth. 
NATAL PrRovinceE.—Mr. David Strachan (P.O. Box 1858), 
78-82 Salisbury House, Smith Street, Durban. 
BAaSUTOLAND.—The Deputy Resident Commissioner and 
agg on Secretary, Maseru. 
West AFrrica.—Messrs. Lorentz and Bone 
(Solicitors) (P.O. Box 85), Kaiser Strasse, Windhoek. 


EIRE 
United Kingdom Trade Commissioner 
Dusiin.—Mr. E. S. A. Baynes, United Kingdom Trade 
Commissioner, 69 Merrion Square, Dublin, C.17. 
Telephone, Dublin 63566. (‘‘ Dubcom, Dublin.’’) 


INDIA, BURMA AND CEYLON 
H.M. Trade Commissioners 
DetHi.—Mr. R. Owen, H.M. Senior Trade Commis- 
sioner in India, Burma and Ceylon. Mr. G. T. Dow- 
Smith, H.M. Trade Commissioner, 6 Albuquerque 
Road, New Delhi. (‘‘ Tradcom, Delhi.’’) 





Catcurra.—Mr. W. Godfrey, H.M. Trade Commissioner; 
Mr. K. FE. Mackenzie, H.M. Trade Commissioner, 
Hindusthan Buildings, (2nd Floor), 4 Chittaranjan 
Avenue, Calcutta, 13. (‘‘Tradcom, Calcutta.”’) Postal 
arrangements:—Please address packets and allregistered 
mail direct to the office and ordinary mail to (P.O. Box 
683), Calcutta. 


Bompay.—Mr. J. H. O’Hagan, H.M. Trade Com- 
missioner (P.O. Box 815), Menkwa Building, 10 
Outram Road, Fort, Bombay 1. (‘* Tradcom, 


Bombay.’’) 

CEYLON.—Mr. C. E. Thorogood, H.M. Trade Com- 
missioner, Hong Kong and Shanghai Bank Building 
(P.O. Box 745), Fort Colombo. (‘‘Tradcom, Colombo.’’) 


SOUTHERN RHODESIA, NORTHERN 
RHODESIA AND NYASALAND 
H.M. Trade Commissioner 
SOUTHERN RHODESIA: SALISBURY.—Mr. A. W. H. Hall, 
O.B.E., H.M. Trade Commissioner (P.O. Box 984), 
Stanley House, Salisbury. (‘‘ T'radcom, Salisbury.’’) 
Imperial Trade Correspondents 
SOUTHERN RHOpDESIA.—Mr. W. A. Carnegie (P.O. Box 
244), 8 Scott’s Buildings, Main Street, Bulawayo. 
NORTHERN RHODEsSIA.—The Controller of Customs, 
Livingstone. 
NYASALAND.—The Comptroller of Customs, Limbe. 


EAST AFRICA 
H.M. Trade Commissioner 
NAIROBI.~—Mr. A. G. C. Deuber, H.M. 
sioner (P.O. Box 220), Memorial 
Avenue, Nairobi, Kenya Colony. 
Nairobi.’’) 
Imperial Trade Correspondents in the Trade Commissioner’s 
Area 
KENYA PROTECTORATE.—The Commissioner of Customs, Mombasa. 
TANGANYIKA TERRITORY —— — East Atrica). —The 
Comptroller of Customs, Dar-es-Salaa: 
UGANDA _ PROTECTORATE. _— Collector. “of Customs (P.O. Box 
289), Kampala, ———— 
ZANZIBAR.—Comptrolier of Customs, Zanzibar. 


WEST AFRICA 
Imperial Trade Correspondents 
THE GAMBIA.—The Receiver-General, 
ment, Bathurst. 
GoLp Coast.—The Comptroller of Customs, Accra. 
NIGERIA.—Director of Commerce and _ Industries, 
Lagos. Tel.: ‘‘ Dircomind, Lagos.” 
SIERRA LEONE.—The Comptroller of Customs, Freetown. 
CAMEROONS, BRITISH SPHERE OF.—The Resident, Came- 
roons Province. 


WEST INDIES & CENTRAL AMERICA 
H.M. Trade Commissioner in Trinidad 
Mr. A. R. Starck, H.M. Trade Commissioner (P.O. Box 
225), 4 St. Vincent Street, Port of Spain, Trinidad. 
(‘* Trincom, Port of Spain.’’) 
Imperial Trade Correspondents in the Trade Commissioner’s 
Area 
ANTIGUA.—The Treasurer and Coliector of Customs, Antigua. 
BaRBADOS.—The Comptroller of Customs, Bridgetown. 
BERMUDA.—The Colonial Secretary, Bermuda. 
BritisH Guiana.—The Comptroller of Customs, Georgetown. 
DOMINICA.—The Treasurer and Comptroller of Customs, Dominica, 
GRENADA.—The Treasurer, Grenada. 
MONTSERRAT.—The Colonial Treasurer, Montserra 
a; | me -—The Treasurer and Soi’ of Customs, 
Sr. Luc1a.—The Colonial Treasurer, St. Lucia. 
Sr. VINCENT.—The Treasurer and Collector of Customs, St. Vincent. 
VIRGIN IsLANDS.—The Commissioner, Virgin Islands. 
H.M. Trade Commissioner in Jamaica 
Mr. F. J. Gick, H.M. Trade Commissioner (P.O. Box 393), 
Royal Mail Building, 8 Port Royal Street, Kingston, 
Jamaica. (‘‘ Britcom, Kingston, Jamaica.’’) 
Imperial Trade Correspondents in the Trade Commissioner’s 
Area “ 
BanHamas.—Tho Colonial Secretary, Nassau. 
BRITISH HONDURAS.—The Colonial Secretary, Belise. 


MEDITERRANEAN 
Imperial Trade Correspondents 

GIBRALTAR.—The Colonial Secretary, Gibraltar. 

Matta.—The Trade Development Officer, Royal Malta 
Library Building, Queen’s Square, Valetta. (‘‘ Tra- 
develop, Malta.’’) 

Cyprus.—The Imperial Trade Correspondent, Nicosia. 
Tel. Address, ‘‘ Imptracor’”’ Cyprus. 


OTHER PARTS OF THE EMPIRE 
Imperial Trade Correspondents 
FALKLAND ISLANDS.—The Colonial Secretary, Stanley. 
F131.—The Comptroller of Customs, Suva. 
Maovrit1vus.—The Collector of Customs, Mauritius. 
St. HELENA.—The Collector of Customs, St. Helena. 
Samoa.—Mr. D. R. A. Eden, c/o New Zealand Reparation 
Estates, Apia, Samoa. 

SEYCHELLES.—The Clerk to the Governor, Seychelles. 
SoMALILAND.—The Secretary to the Government Sheikh, 


Trade Commis- 
Hall, Delamere 
(‘‘ Britishers, 


Customs Depart- 


Members of United Kingdom firms are invited to call upon the Department’s representatives abroad when they visit an Overseas 
country. It ie also important that they should make a point of their representatives abroad keeping in olose touch with the 
Department’s officers. 
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BRITISH GOVERNMENT CONTRACTORS 


These announcements are restricted to firms and companies on the lists of Contractors to 


H.M. Government Departments. 





“‘For Better 
Letters” 


Imperial Typewriter Company oy grain " 
Limited, Leicester Pry 


HENRY MARRIOTT 
& CO. LTD. 
MANCHESTER 


Manufacturers of Cotton and 
Rayon Linings; all standard 
Linings for Serviee uniforms 
and utility clothing in stock. 


PUMPS| 


for all purposes 
Hand & Power, 
for all liquids— 
thick or thin, 


Best advice freely given 


JOBSON & BECKWITH, LTD. 
62, Southwark Bridge Road, London, S.E,1, 





TAN - SAD 


TRUE POSTURE SEATING 


For office 
and factory 


TAN-SAD CHAIR CO. (1931) LTD. 
AVERY HOUSE 
CLERKENWELL GREEN 
LONDON E.C.1 


Telephone; Clerkenwell 3192 


BODILL, PARKER 
(1922) LTD. 


Great Hampton Row, 
BIRMINGHAM 19 


Manufacturers of 
Brass Spur 
Teeth ¢ 

Grommets 


Brass Eyelet 
Rings 
Ventilators 
Eyelets 
We hold stocks of all sizes 


Telephone: CENtral 6643—4. 


SMITH’S 


SECTRIC CLOCKS 


NO 


NO 
WINDING REGULATING 


A British product for the world’s 
markets made by the largest 
manufacturers of precision 
instruments together with Clocks 
and Watches in the world to-day, 





“OF COURSE IF 
IT’S TURNERY 
—IT’S MASSILS” 
To all Trades ! 


REPETITION WOODTURNING 





H. MASSIL & SONS 
(WOODTURNERS) LTD. 
87 PITFIELD STREET, LONDON, N.1 
Tel. : Clerkenwell 2894 (2 lines) 


MILNERS 


SAFE COMPANY LTD. 


58, HOLBORN VIADUCT, LONDON, E.C.1. 


SAFES - SAFE DEPOSITS - STRONG ROOMS 
ROLLING SHUTTERS - SHELVING - ETC. 
STEEL OFFICE FILING CABINETS - DESKS 
CUPBOARDS - LOCKERS - CHAIRS - ETC. 





WAGSTAFF & BRUNT 


LONGTON, STAFF., POTTERIES 
Phone: Longton 3526 


CROCKERY 
fer all ey 
€ATERING and 
HOSPITAL 
PURPOSES 





PONTEXPORT 


CO. LTD., 


73-75, Mortimer Street, 
London, W.1. 


Telegraphic Address : 
PONTEXPORT, LONDON 


Telephones : 
MUSEUM 8881/9090 


OVERSEAS BUYERS 


Your inquiries will be 
carefully attended to. 


VULCANISED RUBBER 


HOSE, WASHERS, SHEET 


* Nordoil ” 
SYNTHETIC RUBBERS 


Resist Oils, Petrol, Acids 


RUBBERISED FABRICS 


The Northern Rubber 
Co., Ltd. 


VICTORIA WORKS, RETFORD, 
NOTTS. 








OLIVER 
THE UPKEEP COST OF OLIVER TYPS- 
WRITERS HAS BEEN PROVED LESS 
THAN ANY OTHER 
M 


lanufactured by 
OLIVER TYPEWRITER MANFG. Co. Ltd. 
CROYDON 
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